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CAUTION. 


Subscribers, in ordering our 
publications, should be careful to 
write the name of FRANK LESLIE 
in full, and direct their letters to 
53, 55 and 57 Park Place, New 
York, from which address all our 
publications are issued. - 


‘* INDE- 








WHERE ARE THE 
PENDENTS ?” 
UR enlightened contemporary, the Na- 
() lion, in recently offering some ob- 
servations on the relations of the 
‘*Independents” to the next Presidential 
election, took occasion to remark on the 
strange and inexplicable manner in which 
the political reformers calling themselves 
by this name, or by that of ‘‘ Liberal Re- 
publicans,” have disappeared from the 
current phases of our political life and 
manners. It professed itself unable to tell 
what has become of them, so complete is 
the subsidence of all overt agitation on 
their part; and, in this ignorance of their 
present whereabouts, it could only ask: 
‘*Wherever they are, whether they are so 
satisfied with the situation, that they mean 
to give no sign of their existence at the 
next Presidential election, and to allow all 
that Mr. Hayes has done to carry out their 
ideas, even if it be not all he might have 
done, to be treated by the |next Republi- 
can] Convention as a mistake, and quietly 
ignored ?” 

While cordially recognizing, with the 
Nation, the great improvement which has 
been effected in the morale of the public 
service under President Hayes, we incline 
with it to the opinion that this partial im- 
provement has been solely due to him and 
his Cabinet, and has not received either 
support or encouragement from the ac- 
knowledged and dominant leaders of the 
Republican Party. And the views even of 
the President and of his Cabinet under this 
head have been so vague and inconsequent 
that but for remembering the limitations 
which wait on all human excellence in this 
terrestial sphere we should find almost as 
much room for criticism as for admiration 
in paying the homage that is due to either. 
With 80 many sops thrown to the Southern 
adventurers who took part in the electoral 
counts of Louisiana and Flurida; with a 
member of the Cabinet traveling by land 
and sea under a roving commission in pur- 
suit of the Presidency; with another mem- 
ber of the Cabinet (and he, too, the ‘‘ bright 
consummate flower’ of Civil Service Re- 
form) making bold to avow that he is sup- 
porting Sherman “in every way possible” 
in order to ‘‘ kill off Grant”; and, finally, 
with the Republican Vice-President partici- 
pating in the scramble of a political con- 
vention in New York, we are obviously still 
atagreat remove from that political mil- 
lennium towards which Mr. Dorman B. 
Eaton has long been straining his eyes 
with the faith of a prophet and the zeal of 
a reformer. 

Since the Democratic leaders limit even 
their cheap professions of favor for Civil Ser- 
vice Reform toa simple change in the person- 
nel of the Federal administration, it is plain 
that the real friends of this great and 
greatly needed reformation must look rather 
to themselves than to either of the existing 
political organizations of the country if 
they would hope to effect a radical and per- 
manent cure of the evils from which the 
public service and the political morality 
of the peopie have so long suffered at the 
hands of political traders, wire-pullers and 
tricksters. 

It is in accord with the order of sature, 
where social interests are involved, that a 
reform in moral ideas must always precede 
a reform in political methods and mea- 
sures. It bas been thedeploruble weakness 
of all efforts heretofore made in the direc- 
tion of an amended Civil Service that the 
moral sentiment of the country has not 
been inexorably bent on its attainment, 
and hence the avowed hostility of ‘‘ ma- 
chine politicians’ and the half-hearted 
adhesion of professed friends in this matter 
of grave public concern. It is, therefore, 
at once timely and pertinent to ask what 
the earnest patrons of this reform ‘* mean 
to do about it’ in view of the next Presi- 
dential election. 

As serving to show that the question has 
not lost its place even in the field of ‘‘ prac- 
tical politics,” we observe that the Re- 
publicans of Minnesota, at their State 
Convention held on the 2d instant, adopted 
the following resolution under this head: 


““We adhere to the advanced position heretofore 
taken by the Republican Party in favor of civil 





service reform. A true reform of the civil service 
should, among other benefits, lead toa reduction in 
the number of offices and promote economy. Any 
important measure of civil service reform, in order 
to be effective, should be put into the form of law, 
and not be left subject to annulment by mere 
Executive authority.”’ 

Such expressions as these, even when 
coming from professional politicians (who 
have sometimes been known to assume 
virtues without having them) are at leasta 
sign that the ‘‘ moribund issue” of the last 
Presidential campaign is not entirely dead, 
however poorly the starveling child may 
have been provided for by its foster-pa- 
rents in whose hands it was farmed out. 
And on the whole wo cherish the abiding 
conviction that though the present ‘‘ where- 
abouts” of the political Independents of the 
last Presidential campaign may need to be 
advertised for by the Nation, yet in spite of 
all appearances on the surface of things, the 
number of such Independents was never so 
great as at the present time. Indeed, one 
reason why the organized activity uf the 
old Independents is less conspicuous than 
it was at a former period may be found in 
the fact that all the existing political 
organizations, not even excepting the 
Greenbackers, are more or less in a state 
of ‘‘ dissolution and thaw.”’ New points of 
crystallization are slowly but surely form- 
ing in the present chaos of political opin 
ions and confederations, when, as Mr. 
Foster, of Ohio, tersely put it a few 
months ago, ‘‘a@ man scarcely knows what 
party he belongs to as soon as he crosses a 
State line.” The defection of the Western 
and Southern Democrats from the heredi- 
tary doctrines of their party on the cur- 
rency, and the Republican reaction against 
even the “mild” reforms of the Hayes 
administiation in favor of Grant and 
*Grantism,” have jointly combined to 
weaken the hold of multitudes in both 
the great historical parties of the country. 
The Independents are not so much dead as 
passing through a new Avatar in that per- 
petual process of political evolution which 
goes on in the figure of human society, and 
which is never so much the sign of life as 
when the decay of effete organizations 
lends itself to the formation of a new birth 
in the body politic. 








THE BRITISII CROPS AND TRADE. 


HE crops in England are ruined, and ir- 
retrievably so. She must facethe grim 
reality, and, in facing it, ery Deo gratias that 
her Cousin Jonathan’s granary is full to 
overflowing. The Mark Lane Express, the 
Koran of the English farmer, says: ‘‘The 
damage done is irreparable. No subsequent 
weather can prevent the outcome of this 
season's wheat crop proving the most dis- 
astrous both in quality and quantity. Hap- 
pily the weather, the last day or two, has 
been well suited to harvest operations. 
Many fields are still quite green, while in 
others wheat, though more forward, is a 
bad color. Root crops are chuked with 
weeds, Potatoes have gone from bad to 
worse. In fact, in no eingle instance can 
agricultural prospects be said to have im- 
proved during the past fortnight.” 

The first scene in a new act in the drama 
of English domestic legislation has been 
played out in the British House of Com- 
mons, and the curtain will not fall until 
England's land-laws shall have been recast. 
Her system of agriculture now finds itself 
unable to bear the strain of American com- 
petition, and the Agricultural Commission 
appointed by Parliament must examine not 
only the various methods of farming the 
soil, and the precise influence of foreign 
competition, but the far wider problem of 
the tenure of land. The tenant farmers 
pay about $350,000,000 to their landlords 
for rent, over and above which they must 
pay their laborers before they have a penny 
for themselves. This Commission- will 
have to ventilate two points of superlative 
importance: the number of people whom 
the English soil can be expected to support, 
and the manner in which the productive 
power and the market value of land are to 
be maintained, not to say increased. There 
are 32,000,000 of consumers, while two- 
thirds of the soil is in the hands of less 
than 1],0U0 owners. Has the death-kneil 
of feudal monopoly been rung ? , 

The Times dwells upon the significant fact 
that while every Bessemer converter in the 
United States is in full swing, there are no 
less than forty-four idle in the United 
Kingdom. Owing to the depression in 
trade and foreign competition, the earthen- 
ware and china manufacturers of Stafiord- 
shire have resolved on a reduction of wages 
of employés, which will affect over fifty 
thousand workmen. Notices of a reduction 
of wages, affecting three thousand more 
cotton operatives, have also heen posted in 
the milis at Glossop, in Derbyshire. 








LEGACIES OF THE BERLIN 
CONGRESS. 

j HEN Lords Beaconsfield and Salisbury 
returned in triumph from Berlin in 
August, 1878, they declared that they had 
brought home to England ‘‘peace with 
honor,”’ and boasted that-they had effeetu- 
ally checkmated Russia and preserved the 





** independence” of the Ottoman Crown. It 
is now time to observe how far the Treaty 
of Berlin has been executed, what of its 
provisions remain still unfulfilled, and 
what guarantee it affords to-day for the 
peace of Europe in the future. For the 
principal articles of the treaty were to be 
carried out within a year’s time from its 
ratification; and that year was completed 
on the 2d day of August last. On the one 
hand, it is energetically claimed, not only 
by the English Cabinet but by Prince Bis- 
marck and Count Andrassy, that the treaty 
has reaped all the fruits that were expected 
of it. On the other, Mr. Gladstone, and 
with him some leading French and Italian 
statesmen, declare that it has proved toa 
jaige extent abortive, and that the peace of 
Europe is still threatened by the Eastern 
question. 

Withjn certain limits there is a modicum 
of truth in each of these assertions. There 
are important provisions of the treaty 
which have been promptly and completely 
carried out; there are otier important pro- 
visions stiil unfulfilled. An examination 
of these will show that Russia has by no 
means gained all that she sought by the 
Treaty of San Stephano, which was replaced 
by that of Berlin; and that, on the other 
hand, the independence of Turkey has been | 
by no means established, and the efficacy 
of her defenses against Russia has not been 
secured. 

Bulgaria has been detached from the 
Sultan’s dominion and formed into a prac- 
tically independent State under the rule of 
a Prince nominated by Russia. But the 
provision of the treaty by which the great 
quadrilateral of Bulgarian fortresses were 
to be razed has not been carried out. East- 
ern Roumelia, lying south of the Balkans, 
which would have become independent 
under the treaty of San Stephano, has been 
made an ‘‘autonomous”’ province, garri- 
soned by ita own militia, and presided over 
by a Christian governor, Aleko Pasha, 
whom the Powers forced the Sultan to 
nominate, and guaranteed civiland religious 
liberty. So far the treaty of Berlin is 
observed; but, contrary to its stipulations, 
the Sultan has not fortified the Balkans, 
and does not garrison Bulgaria, in spite of 
Lord Beacounsfield’s boast that he had se- 
cured this ‘‘impregnable defense” fog the 
Sublime Porte. It seems altogether proba- 
ble that Russian intrigue, local agitation 
and the weariness of the Powers, will 
sooner or later effect a union between Bul- 
garia and Eastern Roumelia, under Prince 
Alexander; and thus Russia will finally 
have accomplished her aim to make a 
single State of the Bulgarian provinces. If 
this happens, the Sultan’s dominion will 
have dwindled by one-third, and its limit 
of defense will be the plain of Adrianople, 
perilously near the capital itself. 

The Berlin Congress, to put it mildly, 
encouraged Greece to look fur a cession of 
Greek-populated territory from Turkey. 
The Powers did not guarantee such a ces- 
sion, nor did they agree to coerce the Sul- 
tan in the matter; but they held language 
which led Greece reasonably to expect a 
portion of Epirus and Thessaly, with the 
City of Janina, and perhaps Salonica. ‘The 
Greek claim was founded in justice; for 
the provinces sought by King George, by 
every principle of nationality belonged to 
the Hellenic kingdom. This Greek claim 
is one of the most awkward legacies of the 
Congress. It still remains unsatisfied; it 
is still unurged upon the Porte, in any 
effective form, by Lord Beaconsfield ‘and 
Prince Bismarck ; and England has managed 
to lose her championship of Greek interests, 
which has been warmly taken up by France, 
and in a degree by Italy. The Greek ques- 
tion is a sore and irritating one, and likely 
enough co.tains within it the seeds of 
future wars. 

It is true that the Berlin Treaty, while 
permitting Austria to occupy Bosnia tem- 
porarily, put no limit upon the period of 
that occupation; but its continuance is 
scarcely in accord with the intention of 
the Congress, and is at this moment caus- 
ing bad biood between Austria ard Russia. 
This occupation was rezarded as a tempo- 
rary expedient, as a protection to Austria, 
whi.e the affairs of Turkey, in confusion as 
a@ consequence of war, were being settled. 
But Russia has so far faithiully ful- 
filled her engagements at Berlin as_ to 
withdraw her troops entirely from Turkish 
territory within the stipulated time; and 
Austria would seem to have no motive left 
for keeping her kold on Bosnia, unless, 
indeed, her motive is to finally annex that 
province to her own Empire. 

The clear understanding that England 
made herself responsible for the inaugura- 
tion of extensive 1eforms in tke Sultan's 
Asiatic dominion has not yet been carried 
out. A few corrupt or tyrannical pashas 
have been dismissed at Sir Henry Layard's 
instance; but Asia Minor is reported as 
still sunk in the degradation in which the 
Berlin Congress found it. This is a serious 
branch of the Eastern Question, and bristles 
with future dangers. But the English Minis- 
ters plead for time, and promise that ere 
long the reforms will have been effected. 

lt seems that. after all. the most serious 
loss of Russia, in exchanging the Treaty of 





Berlin for that of San Stephano, has been in 
the matter of the war indemnity demanded 
by her from Turkey. By the latter treaty, 
Russia would have held Turkisn territory 
in pledge for its payment, and would have 
been able to seize the first fruits of the 
Turkish revenues to defray it, in postpone. 
ment of the interest of Turkey's creditors. 
The Treaty of Berlin deprived Russia of 
these guarantees, and thus made the secur- 
ing of the indemnity a remote if not an im- 
possible task. 

A general survey of the consequences of 
the Berlin Treaty would lead to the con- 
clusion that it postponed, but by no means 
settled, the Eastern Question. It left be- 
hind it many seeds that may ripen into a 
general European conflict. While it rid 
Turkey of Russian troops, and saved Con- 
stantinople from imminent attack, it really 
weakened the Sultan’s power nearly, if not 
quite, as much as that power would have 
been weakened by the Treaty of San 
Stephano. Turkey is actually as much de- 
prived, as a source of national defense and 
revenue, of Eastern Roumeliaas of Bulgaria. 
She has probably lost Bosnia forever. That 
she must sooner or later settle with Greece, 
and give up her Greek provinces, is certain; 
it is only a question of time. Portions of 
her territory have been taken away and 
added to Roumania, Servia, and Monte- 
negro; and these bitter enemies have been 
strengthened by her loss. The Asiatic re- 
forms will probably be abandoned; Eng- 
land must be content with the not very 
promising acquisition of Cyprus, which is 
virtually another loss to [urkey. Neitber 
Lord Beaconsfield nor Prince Gortschakoff 
have much ground for triumph in the issue 
of the Treaty of Berlin. At best, it was a 
compromise hetween two antagonists who 
were not ready to encounter each other in 
atrial of arms. Russia did not secure the 
full fruits of her expenditure of men and 
money; England did not secure, in Turkey, 
an invincible barrier against Russian 
aggression. The Eastern Question still 
exists. 








THE CALIFORNIA ELECTION. 


HE California election has resulted in a 
mixed verdict. The Workingmen, or 
Kearneyites, carry San Francisco for their 
Mayor and some other offices, the Republi- 
cans elect the Governor and three of the four 
Congressmen, and the Democrats and Work- 
ingmen secure local advantages in a few 
places where they combined their vote. So 
far as can be determined from the imper- 
fect returns, the preponderance of advan- 
tage in the State at large is largely with 
the Republicans. Kalloch’s plurality in 
San Francisco is small, and but for the 
sympathy in his behalf created by the mur- 
derous assault of De Young, he would pro- 
bably have been defeated. In view of all 
the circumstances of the contest, the result 
must certainly be regarded as a triumph 
for the conservative sentiment of the State. 
The Kearney faction will never again be 
able to command so large a vote as on this 
occasion, when the depression of business 
and other exceptional causes operated in 
their favor. 


EVENTS ABROAD. 


S72 GARNET WOLSELEY, England's 
only general, finding that setting a price 
upon Cetewayo’s head failed to produce the 
required article, has taken to hunting the 
Zulu lion, and the most recent dispatches 
announce the burning of Amrakage, the 
immortal rebel’s kraal, aud the destruction 
uf his powder magazine, ten miles distant 
therefrom. The pursuit is being maintained 
by human blood-hounds who, according to 
Archibald Forbes, delight in pig-sticking, 
as the feats of the Seventeenth Lancers at 
Ulundi have been grimly designated. Cete- 
wayo had notified Wolseley that he was 
willing to submit and pay taxes, but that 
the country must be cleared of British 
soldiers. His messengers were informed 
that Cetewayo was no longer king, and that 
he must surrender unconditionally. 

Will John Bull refuse to pay that little 
bill for Newfoundland fish of $103,000? He 
is hemming and hawing, and stroking his 
chin with his forefinger and thumb. He is 
cogitating, ruminating and endeavoring to 
pooh-pooh it, but Secretary Evarts wants 
his money and means to have it, too. The 
Times declares that the ‘inshore fisheries 
are the inalienable heritage of Canada and 
Newfoundland, and that these countries 
must say whether and on what terms par- 
ticipation in them should be grarted toa 
foreign country.” To say the ieast of it, 
this is the sublimity of impudence, in view 
of the fact that the Washington Treaty 
guarantees our fishermen the same rights 
on these grounds as are enjoyed hy the 
natives. There is a cloud on the horizon, 
and who can say that a few miserable cod- 
fish will not prove a cause céiébre if not a 
casus belli, 

Paris has had her sensation in the arrival 
of the amnestied Communists from New 
Caledonia. The scenes at the Orleans 


‘Railway depot were such as delight the 


hearts of the Paris beurqeovisie. The ex-con- 
victs looked pale and thin, and a; a rule 
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were accompanied by the pet animals who | 200,000 square miles, and that there is no 


had shared their exile.* How truly French 
this is! 

Marshal Canrobert bas succeeded in run- 
ning with the hare and in hunting with the 
hounds. He obeyed the Government of the 

Republic by remaining at bome instead of 
attending the funeral of the son of the man 
who made him, and then, as a private 
tourist, when all was over, he visited Chis- 
elhurst and made his peace with the Em- 
press Eug¢nie. The man who uttered the 
words to his cuirassers and dragoons on 
the Crimean battlefield, ‘‘ You are live bullets 
which I send at will on the enémy,” should 
have flung bis commission in the teeth of 
the Minister of War-and have been pall- 
bearer on that melancholy day. 

A dispatch from Rangoon announces 
that the souls of the Burmese are in arms 
and eager for the fray, that twelve guns 
have been mounted on the frontier and 
40,000 men concentrated. The departure 
of the British Resident is considered at 
Mandalay to be a triumph for the party hos- 
tile to the British, as the King stoutly re- 
fuses all communication with any official 
under a Rosident. This is another chance 
looming up for Beaconsfield — another 
*‘peace with honor”; and who knows but 
that Tracy Turnerelli may yet be enabled 
to place the wreath-upon the Lead of the 
Sphinx ? 

‘‘ Little Martinez Campos, the fighting 
cock of Spain,” consents to Alfonso’s mar- 
riage with the Archduchess Marie, and the 
Cortez is to be convoked by that good little 
man early in November. Campos, for he 
is the Alpha and Omega of the Cabinet, the 
power behind the throne, has also decided 
to instruct his diplomatic puppet at Wash- 
ington to insist upon Cuban refugees and 
fillibusters being compelled to respect 
neutral obligations, It is supposed that 
this refers to the Cuban organization in 
New York, and that the desperation of the 
Spanish Government is such that it will 
not hesitate to ask our Government to pre- 
vent the holding of public meetings or 
parades having for their object the creation 
of sympathy for the insurgents in Cuba. 

Leo XIII. is the type of a peace-maker, 
the human dove to send forth laden with 
oil for the troubled waters, at least so 
thinks Martinez Campos, who has con- 
fidentally solicited His Holiness to induce 
Don Carlos to enter a monastery, or at 
least to yield up his pretensions to the 
Crown of Spain in favor of Alfonso. The 
Pope, a shrewd man of the world, despite 
his being inclosed by the four high walls of 
the Vatican, didn’t see it, and blandly re- 
plied that he could not well interfere, but 
that he would advise the Count de Cham- 
bord to be consulted in the capacity of 
peacemaker. Verily, Leo luveth a joke. 

There are some indications of a quarrel 
between Austria and Italy, growing out of 
the restiveness of the latter over the ques- 
tion of the irredenta provinces. A leading con- 
servative organ in Rome declares that Italy 

will never concede that ‘‘ Italian provinces 
still under Austrian sway belong to Austria 
by full right and shall continue to do so in- 
definitely.”—The Russian Imperial Council 
has decided, despite the remonstrances 
of the Grand Duke Constantine and Count 
Tolstoe, to introduce further repressive mea- 
sures against the Nihilists. It is difficult 
to stamp down molten lava, as the Russian 
police have already discerned to their cost. 
—The French Government has been beaten 
in the Councils-General on the Ferry Edu- 
cational Bill.—Ata recent banquet at which 
Mr. Charles Stewart Parnell, Home Rule 
Member of the House of Commons from 
Meath, was present, a toast to the Queen 
was hissed. The Lord Lieutenant of Ire- 
land has directed an investigation of the 
circumstances under which Mr. Parnell, a 
magistrate and member of Parliament, 
permitted such an indignity to Her 
Majesty to pass unnoticed.—At a re- 
cent disorderly meeting of some 15,000 
persons in Limerick, assembled to con- 
sider the land question, Mr. Parnell ad- 
vised farmers to combine and pay no rent 
until they got a reduction, and advised 
landlords to accept these terms while they 
could, as the opportunity would never recur. 
The crowd applauded the addrees and 
shouted in favor of shooting landlords and 
agents.—The crops in Italy are a total 
failure. Perhaps King Humbert will now 
cease manufacturing 100-ton guns, and 
apply the lire towards relieving his dis- 
tressed subjects. 








Tur decrease in the public debt during the 
month of August amounted to $3,527.395. The 
amount of cash in the Treasury on the Ist in- 
stant was $243,696,228. The total number of 
standard silver dollars coined to that date was 
10,273,050. The aggregate weight of the silver 
paid out from the United States Treasury and 
a States Mints during August was fifty- 
six tons. 





Now HERE is something alarming. A paper 
on the anthracite coal fields of Pennsylvania, 
read at the recent meeting of scientists at 
Saratoga, declares that in 186 years,or in the 
year 2065, these fields will be totally ex- 
hausted. and we will be compelled to fall back 
on the bituminous coal fields. It is consoling 


to know that these latter have an area of 


| ] 


danger that the supply will give out for at 
east a century or two. And by that time, if 
the millenarians are correct in their predic- 
tions, the question of coal supply will not be 
likely to trouble the scientists or anybody else 
on this terrestrial ball. 





Dvurine the month of August 12,135 immi- 
grants arrived at this port, making the num- 
ber for the present year 76,809—an increase 
of 22,654 over last year. The increase is 
mainly from Scotland, Ireland, Norway and 
Sweden. Nearly all the immigrants of the 
year have settled in the Western States, where 
all of them find steady employment and oppor- 
tunities to make the most of any peculiar 
capacity they may possess. 





Secretary Scuvrz is making a personal in- 
vestigation into the arrangement of the Indian 
Agencies, having spent some time in Dakota 
in learning for himself just how the agencies 
are conducted, and whether the Indians are 
treated fairly. He is the first Secretary of 
the Interior who ever went among the Indians 
to investigate charges against the agencies and 
secure efficiency in the management of Indian 
affairs. He is reported as finding among the 
Indians generally gratifying evidences of ad- 
vancement, and there can scarcely be a doubt 
that great benefits will result from his visit 
to these camps, and his official manifestation 
of interest in their welfare. 





GENERALGRANT sailed from Yokohama for 
San Franciseo;September 3d, and will prob- 
ably reach the Golden Gate somewhere about 
the 25th. During his'stay in Japan he was the 
recipient of the very est honors. The 
Mikado is reported to have Gongulted him on 
many important points of international policy, 
and to some extent of domestic policy. It is 
not surprising that the Japanese Government 
should desire, in the present situation’ of 
national affairs, to avail itself of the counsel 
of so conspicuous a representative of the one 
country which has always manifested a gen- 
uine friendship and sympathy with it. 





Tue official statement of Mr. Louis H. 
Cramer, Receiver of Taxes at Saratoga, cover- 
ing his transactions for the last nine months, 
is in every way a model document. It shows 
in minutest detail all his receipts and dis- 
bursements, supplying just the information 
needed by every taxpayer as to the disposi- 
tion of the public moneys. In these days when 
so many public officials obscure and muddle 
their accounts so as to make them unin- 
telligible, and thus frequently conceal irregu- 
larities, waste and plunder, it is gratifying to 
learn that there are some custodians of public 
trusts who rightly appreciate their responsi- 
bilities and discharge them intelligently and 
conscientiously. 





THE indications of the political canvass in 
Ohio favor the election of the Republican 
candidate for Governor. The financial heresies 
of General Ewing are alienating many of the 
best men of his party, while the activity and 
popularity of Mr. Foster, on the other hand, 
are everywhere consolidating and invigorating 
the Republicans, who aim not only to elect 
their Governor, but to obtain control of the 
Legislature, and so secure Mr. Thurman’s 
seat in the United States Senate. The influence 
of the result, whatever it may be, will not be 
confined to Ohio; on the contrary, it will be 
felt in every Northern and Western State, and, 
as to the financial question, may prove de- 
cisive to an extent not now anticipated. 





Tur Republican State Convention, held at 
Saratoga last week, adopted at least one reso- 
lution which will command almost universal 
assent, as follows: ‘‘ Moneyed and transporta- 
tion corporations are not alone the works of 
private enterprise, but are created for public 
use, and with due regard to vested rights it is 
the clear province and the plain duty of the 
State to supervise and regulate such corpora- 
tions as to secure the just and impartial treat- 
ment of all interested.” If the Republican 
Party of New York had only acted up to the 
doctrine here announced when it had the 
power, the public would have escaped very 
many of the evils of corporation management 
which have been disclosed by the Legislative 
inquiry now in progress, and which seem to 
have become firmly intrenched in official 
policy and usage. 


Tur practice of carrying weapons received 
a very wholesome rebuke at the hands of 
Judge Cowing. of the Court of General Sessions, 
some days since. A prisoner who had been 
convicted of firing a loaded pistol at an officer 
tor being ordered away from a street corner, 
being brought up for sentence, the Judge said 
there was no reason or excuse why any man 
should go through the streets armed with a 
bowie-knife or a pistol, and nine-tenths of 
those who carry weapons do so for purposes 
of violence and plunder. The law, he added, 
is an ample protection for any peaceful, law- 
abiding citizen, and in this view of the case he 
sentenced the prisoner to the penitentiary for 
one year—the heaviest penalty allowed by the 
law. Judge Cowing is entitled to the thanks of 
the public for thus branding a dangerous and 
indefensible practice precisely as it deserves. 





THE examination made by the State Insur- 
ance Superintendent into the condition of the 
life and fire insurance companies of this city 
has resulted in some very remarkable dis- 
closures. In a pumber of cases defalcations of 
officials were discovered of which stockholders 
and the public have been kept in entire 
ignorance, and in one case a former president 
of a life company had for a period of ten 





years purloined the company’s funds without 
being discovered or even suspected by the 


directors or the committee which passed on 
his accounts every quarter. The books were 
manipulated by the president so that the 
balances would show correctly after the 
funds had been taken. At his death the Board 
of Directors gave his widow a bonus of $1,000 
and passed resolutions eulogizing his memory, 
and announcing that the bonus was given be- 
cause of “ his useful and meritorious services.” 
It is estimated that his defalcations reached 
between $40,000 and $50,000. In view of such 
a disclosure as this, illustrating both official 
dishonesty and the incompetence, stupidity 
and negligence of those intrusted with the over- 
sight of corporation finances, the public may 
well begin to doubt whether there is safety 
anywhere for the stockholder or the policy- 
holder in institutions of this character. 





THE nomination of Mr. Alonzo B. Cornell as 
the Republican candidate for Governor of 
New York, by the State Convention at Sara- 
toga last week, was not unexpected by close 
observers of the drift of opinion in the party. 
While Mr. Cornell’s candidacy was opposed 
by some prominent and influential Republi- 
cans, he had the cordial support of most of 
the party managers, and, with the opposition 
dividing its strength, his nomination was a 
foregone conclusion. Mr. Cornell may not 
be the strongest candidate who could have 
been named, but his personal character is 
unassailable, and his public career has been 
in every way honorable, and that certainly 
will prove a positive advantage in the canvass. 
Whether he will be elected will depend very 
largely upon the action of the Democratic 
State Convention and the attitude of the City 
Democracy toward the ticket which may there 
be named. 





A TELEGRAM from Yokohama, Japan, an- 
nounces the arrival there, on the evening 
of September 2d, of the Swedish exploring 
steamer Vega, with Professor Nordenskjold 
on board, hawing accomplished the famous 
Northeast Passage. The vessel sailed from 
Gothenburg on July 4th, 1878, and during the 
entire trip the officers and crew maintained 
the best of health and spirits. Contrary to 
the general “experience of Arctic explorers, 
not a single case of scurvy occurred on board. 
Professor Nordenskjold is highly elated over 
the success of his voyage. He thinks the 
voyage from Europe to Asia by Behring Strait 
is certain and safe, with very little more ex- 
perience of navigation in the Northern seas. 
From Japan to the mouth of the Lena River 
there are no difficulties in the proper season 
for experienced sailors. The Lena River taps 
Central Siberia, and a large prospective trade 
can readily be developed. 





Tue establishment of a professorship of 
Chinese at Harvard College is an important 
experiment in the direction of an enlargement 
of our educational methods. The step is un- 
derstood to have been taken at the suggestion 
of persons who, by residence or business asso- 
ciation with China, regard it as a subject of 
importance that young men in commercial life 
may go to the East ready furnished with the 
language of the Celestials. It is probable that 
the eligibility of the course will be restricted 
so as to admit only such students as will study 
with a view to locating in China, where they 
may help to enlarge our commercial and busi- 
ness relations with that country ; but it is not 
decided yet how the language will be taught, 
how ample will be the opportunity of taking 
up the study, or what books will be used. All 
that has been done so far is to decide that the 
language should be taught, and to secure a 
competent teacher—Professor Ko-Kum-Hua ; 
but with this much done, the experiment is 
certain to be made, and the results can scarcely 
be otherwise than beneficent. 





Wuat is known as the Gothenberg system 

of dealing with the traffic in intoxicating 

drinks appears to be attended, wherever fairly 

tried, with satisfactory results. This system 

is one (under the Swedish Licensing Act) in 

which the corporation of the town, who are 

responsible for its order, purity and well- 

being, give power to a company to become 

the guardian of the “drinking traffic,” and 

they, and’ they alone, as the old licensed 

hous¢s one by one lapse, have the right or 

power to renew the license or to increase the 

present number, and then only under their 

own management. Through the company, 

whatever be the money results of the houses, 
the town reaps the benefit. The company, as 
they see need, open fresh public-houses or buy 
up old and not-required ones, making the pub- 
lic necessity the supreme consideration in 
whatever they do. In Gothenberg the evils of 
drink have been materially diminished by the 
operation of this system, under which at 
certain times ale and beer alone are not sold— 
to be drunk on the premises—unless food be 
bought also. The system closes public-houses 
from five on Saturday evening until Monday 
morning, but gives to the garden cafés, which 
are in the hands of the more responsible and 
wealthier managers, the privilege of selling 
ale and porter on Saturday until eleven o’clock 
p. M., and on Sunday evening after five o’clock 
until eleven. A correspondent, who has in- 
vestigated the subject in all its bearings, says : 
“The results are visible to every observant 
man—no inebriated persons at the railway- 
stations, no drunkenness on board the boats 
and no drunken brawlers in the streets. The 
apprehensions and committals have fallen off 
most noticeably, and the consumption of stuff 
has decreased.” Would it not be wéll for the 
“yeformers,” here and elsewhere, who are 
continually suggesting all sorts of impractica- 
ble schemes for arresting the evils of intem- 
perance, to consider whether some such 
method of rational restraint as is here outlined 
may not be worth an honest trial before re- 
sorting to more sumptuary measures ? 





NEWS OF THE WEEK. 


Domestic. 


Tue plurality for the Republican State ticket 
in California is about 22,000. 


Errorts are making to establish a new coal 
combination, but they have been so far unsuccesstiul. 


Tue Minnesota Republicans have renominated 
Governor J, S. Pillsbury, who has served for two terms 


Tue Prohibitionists of New York have nomi- 
nated Professor John W. Mears, of Oneida, for Governor, 


Ex-Minister Wetsu, recently returned from 
England, bas closed up his accounts with the Govern- 
ment. 

AtLEceD irregularities in the Department of 
Public Parks ip this city are to be investigated by Mayor 
Cooper. 


Tue trial of the Chisholm indictments was com - 
menced last week in the Court of De Kalb County, Mis- 
sissippi, 

Two persons were killed and nine badly scalded 
by an explosion on the steamer Alaska, on Lake Eric, 
September 5th. 


Tue total number. of cases of yellow fever in 
Memphis up to September 7th was 1,005, and the total 
number of deaths 272. 


Tue will of the late Thomas Wilson, a retired 
merchant and capitalist of Baltimore, bequeathed over 
$700,000 to charitable objects, 


Tue Congressional Committee on the Depression 
in Labor, just returned from the West, reports there is 
little depression in that section. 


Presipent Hayes and family left Washington 
September 8th forthe West. He will visit the Cincin- 
nati Exposition, and then go to Kansas. 


A VIOLENT rain and wind storm visited Southern 
Louisiana, September Ist, destroying t.e crops and a 
large number of sugar-houses and other buildings. 


Since January Ist, 17,292 German immigrants 
have landed at this port, which ie an increase of 3,767 
compared with the corresponding period of last year. 


Cuaries Demonp, late Treasurer of the Massa- 
chusetts Home Missionary Society, has been arrested on 
acharge of embezzling $8,000 belonging to that society, 


Generat Witiiam H. Hays, of Springfield, 
Ky., isto be appointed United States District Judge for 
the district of Kentucky, vice Judge Ballard, deceased. 


Mx. Jerrerson Boxpen, one of the founders of 
the manulacturing industries of Fall River, Mass, and 
an officer in many ol the local banks and other corpora- 
tions, has failed, 


Ercuty-two descendants of John Emery, who 
settled in Newbury in 1635, were present at a reunion 
September 3d, including representatives from seven 
States and Washington, D. C. 


Mrs. Kars Spracur has made application to 
the Supreme Court of Rhode Island for the appointment 
of a trustee for ber property in Kingston, R,L Mrs. 
Sprague proposes to visit Europe. 

Amone recent deaths are those of Mr. Lawrenco 
Waterbury, a well-known merchant of this city, who had 
accumulated a fortune of $2,000,000, and Hon. Joba 
Kerr, of the Superior Court of North Carolipa. 


A portion of the Sprague estate was sold at 
auction in Providence, R. 1, September 4th, to satisly 
the claims of the Bank of Commerce of New York. It 
was bought in by the bank at a nominal price. 


Messrs. ALBERT Pett and Clare Sewell Read, 
a sub-commission of the Parliamentary and Royal Com- 
mission appoin ed to examine into the mischiefs and 
remedies of the agricultural depression in Great Britain, 
arrived at this port September 6th. 


Rey. W. H. H. Murray, of Boston, has pub- 
lished # card announcing bis withdrawal from the min- 
istry and denying the charges affecting his business 
integrity. He declares that he will pay in full the obli. 
gations against him. Involuvtary proceedings in bank. 
ruptcy have been commenced against him. 


Ar a meeting of the Superintendents of the Poor 
at Saratoga, last week, a resolution was passed asking 
Representatives and Senators in Congress to make some 
provision, ip the absence of a head-tax, whereby the 
burden of supporting pauper emigrants might be met by 
Federal support, with release of the State from the en- 
tire expense. 


Foreigu. 


Tue Marquis of Lorne formally opened the 
Toronto Exhibition, September 5th. 


Tue growth of toleration in Mexico is shown by 
the opening of a new Methodist church in Puebla. 


Tue Spanish Government proposes to send im- 
mediately 25,000 troops to maintain tranquillity in Cuba, 


Srers are being taken in Mexico to raise money 
for the payment of the American debt. The feeling in 
favor of the re election of President Diaz is increasing. 


Tue anniversary of the surrender of Sedan was 
celebrated throughout Germany on September 2d, At 
Berlin the celebration was made the occasion of great 
rejoicing. 

Ar the request of the United States Govern- 
ment, two cadet engineers from Annapolis Naval Acad- 
emy will be admitted to the Royal Naval College, at. 
Greenwich, as students, next month, 


Owrtne to heavy storms and floods in the River 
Neva, the canals in the centre of St. Petersburg have 
overflowed, and the faubvurgs are under water. Iron 
roofs were blown from houses and churches in all 
directions. 

Tux deep-sea section of the French cable has 
been laid, and the line is complete from Brest to St. 
Pierre, The steamer Faraday is now returning to Eu- 
rope to ship the section of the cable which is to connect 
St. Pierre with New York. 

Tue Greek and Turkish Commissioners have not 
come to terma Should the Greek Government not share 
the Porte’s views, it is believed that the two Govern. 
ments will agree to refer the question to a joint media- 
tion of the Powers. 

Tvx police of Eastern Roumelia believe they have 
discovered a widespread piracy extending through- 
out Tartar-Bazardjik, Kazaolik, Eski-Sagra and Haskoi. 
They have discovered the existence of six revolutionary 





com mittees. mpblets have been found summoning 
the people ms. Aspeedy uprising of Mobammedans 
is expected. Aleko Pasha proposes to place twelve bat. 


talions of militia on a war footing. 


INFORMATION comes by way of Simla, an impor- 
tant post in British India, that oo September 3d twelve 
Afghan regiments revolted and attacked the Ameer’s ar- 
senal at Cabul. Being joined by the populace, they as- 
sailed the British Embassy and finally set it on fire, 
Major Cavagnari, the Envoy, and his staff were killed 
after a heroic struggle. The Ameer was at the mercy of 
the insurgents. British forces have been ordered to 





advance on Cabul and Candabar, 
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GERMANY.—THE ELECTRIC RAILWAY AT THE FINE ART EXHIBITION, BERLIN. 
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ENGLISH CHANNEL.—THE PROPOSED NEW EDDYSTONE LIGHTHOUSE. ITALY.—VISIT OF THE KING AND QUEEN TO GENOA—THE DEBARKATION. 
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NEW YORK,—REMOVAL OF OBSTRUCTIONS IN THE HARBOR BY THE GENERAL GOVERNMENT — THE STEAM-DRILLING SCOW AT WORK ON DIAMOND REEF, OPPOSITE WHITEHALL,. 


EXCAVATIONS IN NEW YORK HARBOR. sane twenty-five years, off and on, attempts have] 
e 


HILE negligent officials are busily engaged in 
j filling up the lower bay with ashes and gar- 
bage, the United States Government is as busy ex- 
cavating and blasting away the rock which forms 
obstructions to navigation. A dangerous plateau 
of rock known as Diamond Reef lies midway be- 
tween the Battery and Governor's Jsland. For the 
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NEW YORK CiITY.--AWAITING THE SNOW AND 


en made to remove this reef, but none has met 
with the saccess of that now going on under the 
immediate direction of General Roy Stone, and the 
general supervision of General John Newton. 

The reef was originally a plateau about two acres 
in extent, and rose to within fifteen feet ot the sur- 
face of the water, while all around it the depth was 
forty feet and over. As it lay directly in the chan- 





nel, frequent wrecks resulted from carelessness or 
ignorance in piloting, or vessels being blown on the 
reef, for the majority of large vessels drew over 
fifteen feet of water. About two *years ago oper- 
ations were begun to reduce the level of the rock, 
and at present the extent of the reef has been re- 
duced to one acre, and the depth increased to over 
twenty feet. 


The work is done by a steam-drilling scow. The ‘ 
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conditions were very severe, as there were large 
masses of rock to be blasted, huge boulders too 
largo to be lifted but not large enough for drilling, 
very swift and strong currents of water, and great 
crowds of larger or smaller steam and sailing ves- 
sels; but all these obstacles have been overcome by 
science and ingenuity, and the gratifying result of 
a deepened channel is nearly reached. 

The drilling scow is placed directly over the rock 
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ICE UF WINTER — HOW THE POLAR BEARS IN CENTRAL PARK PASS THE SUMMER MONTHS.-——- SEE PAGE 34. 
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to be drilled. This ecow is also a machine-ehop and 
a fortitication against collisions, which at first were 
frequent, but now are rare. In the centre of this 
scow is a large well thirty-two feet in diameter, 
through which a large iron dome descends to the 
bottom and rests on the rock to be drilled. The 
drilling tubes, irons and ropes pass through this 
dome and are operated from the scow. When the 
holes are drilled, cartridges filled with dynamite are 
inserted, and the scow moved away to a safe posi- 
tion. Then the cartridges are discharged by 
electricity. ‘he broken rock falls away off the 
ledges and sides of the reef into deep water. This 
operation is repeated again and again until the 
proper depth is reached over the entire extent. 

A tew hundred feet from the drilling scow is an- 
other scow, on which is a hydraulic pump, which is 
used for the very peculiar purpose of washing the 
suriace of the rock, at the bottom of the water. A 
large pipe, some eight or ten inches in diameter, is 
directed to the bottom at the desired point. Con- 
nected with this is a hose which runs along the pipe 
and terminates in a small nozzle just at the end, 
through which water is forced at a pressure of 150 
pounds to the square inch. This digs away the dirt 
and loose small stones. Aninduced current of water 
is generated in the large pipe by another hose, which 
forms a partial vacuum, the result being that the 
water, stones and dirt rush up through this large 
pipe and are cischarged at the other end into deep 
water. This leaves the surface of the rock bare 
and clean and ready for drilling. When a blast is to 
be made, a danger signal is hvisted on the scow, 
80 that passing vessels shall not come too near. 

The work is one of the most important of the cen- 
tury, and is under the same general supervision as 
that done at Hell Gate, One Hundred and Twenty- 
filth Street, Harlem River, and Coenties Reef, at 
each of which Dg irom eight to ten feet have 
been added to the depth of the water. 








LOVE IS ENOUGH. 
CHAPTER II.—(CONTINUED) 


ITTING alone in the darkness, waiting for 
Marion’s return, I feel very sorry for 
Will, and very anxious to see him once 

more and ask his forgiveness before we part 
for the last time, for, of course, we must now, 
as prospective husband and wife, part for 
ever. Somehow I know he will be sorry to 
give me up, his “ girl love,” his “little pet,” 
his “Princess,” who has grown up side by 
side with him from childhood. Still the 
separation must come—and partings are al- 
ways bitter. 

Marion’s voice in the passage rouses me 
from my long reverie. She is speaking to 
some one—Aunt Dan, most likely. 

‘““We may go; Sir Harcourt has given us 
permission, and we will take first train in the 
morning.” 

“Marion,” I say, eagerly, with my head half 
buried in the cushions of the sofa, “ why can- 
not we go to Ashfield? I should like it so 
much better. I feel as though I cannot give up 
my home, my own dear home. Oh, it is too 
hard |” 

I had never cared for Ashfield very much 
before ; I had always looked upon it as a quiet 
dreary little place, rather pleasant in the 
Summer, but quite unfitted for the dignity of 
a settled residence. Now to think of it as mine 
no more is breaking my heart. Will’s home it 
is—his wife’s, his children’s home, but never, 
never mine. If I had but loved Will—but I 
do not even finish the thought. 

“T suppose Will has not come back yet?” I 
say, after a pause, thankful that it is too dark 
for Marion to see how I have been weeping. 
“Speak to me, darling; for 1 think this is 
some hideous dream tormenting me. If I had 
but loved him,” I go on, too much absorbed in 
my own thoughts to notice Marion’s silence, 
“it would not have seemed so bad ; but now 
my humiliation is complete. To be in his debt 
is horrible to me—it kills me with shame. Oh, 
Marion, shall I ever get over it? Let us go 
away at once—I never want to see him again ; 
and I shall never cease to hate him all my life.’ 

There is silence for some moments, broken 
only by my sobs ; and then Will’s voice an- 
swers me, and Will’s arms lift me from the 
floor. 

“Ida, my darling, the home at Ashfield is 
your own for ever—nay, do not shrink from 
me—yours with your freedom; for you are 
quite free from your promise to me from this 
moment. While I thought you loved me I could 
bear anything ; now that hope has gone. Still, 
you must not hate me, poor girl! Heaven knows 
1 would have spared you this suffering had I 
given my life to do it! But it was not to be. 
Still I will not be hated for having loved you 
so long and dearly. If I ever seemed harsh or 
unkind to you, it was because I dreaded a 
rival in your work. Forgive me—I was 
wrong. It is all over now. Put your hands in 
mine, and let us part good friends at least.” 

“If you knew | had no money, it was your 
duty to have told me so,” I reply coldly, and 
then continue in my usual impulsive, illogical 
way, “ but the last thing a woman can expect 
from a man is fair and honorable treatment. 
Whatever income I may possess I shall be 
very thankful for, but 1 will receive no gift 
from you, so do not try to deceive me a second 
time. I am free, you know ”—with a bitter 
smile, which of course in the darkness he does 
not perceive—* and I can study and work; 
and, if I am indeed penniless, my work will 
earn me a living.” 

“ Whatever I possess is yours, Ida, by every 
law of right or honor under the sun,’”’ Will an- 
swers, firmly. ‘“ You were our uncle's pet 
and darling—the little Princess of his happy 
old age; you were all the world to him, 
young as you were when he died. I re- 
member so much better than you; and it was 
you, and you only, he hoped to make happy 
with his wealth. When persuaded by Sir Har- 
court to leave us joint-heirs, it was only on 
‘condition that I pledged myself to gain your 
love and your hand inmarriage. The will was 
informal, I know, and the law acknowledges 
me alone as his heir. But what is that to me? 
No informality on mere technical grounds can 
put aside the wishes of the dead or release me 
trom my promise.” ws 





“ But if I do not love you?” 

“It cannot make the slightest difference to 
me—I shall always hold the half of my income 
in trust for you ; and, now that we all know 
about it, I shall at once have a deed executed 
that will put you 1m legal possession of what is 
really your own.” 

“] will not have it,” I cry passionately. “I 
will tear the deed into a thousand pieces if it 
ever comes into my hands ; I have not sunk so 
low in my own sight yet as to let you beggar 
yourself for me.” 

“ Ida, my love, my darling, surely you are not 
leaving me onaccount of this wretched money ? 
After all these long, long years, Ida, can you 
really take yourself away from me without a 
regret? Speak but one word, darling—but half 
a word—to tell me you love me a little, and 
nothing shall ever part us again.” 

He has taken me in his arms. His hands are 
trembling as he puts my hair back from my 
face ; his breath is on my cheek ; in another 
moment I shall be vanquished — my pride 
and determination will have forsaken me— 
and, held thus to his heart, shrouded and sur- 
rounded by his love, 1 shall ignobly declare 
that love is enough !—oh, more than enough !— 
to fill my heart and life for evermore ; but I 
remember in time, and tear myself away. 

“I do not love you,” I whisper ; “so let us 
part at once and end this wrong at least for 
ever.” 

His arms fall from me, and a weight like 
lead lies on my heart. His voice is steady 
and quiet when next he speaks to say good-by. 

“ Good-by,”’ I answer, brusquely, conquering 
an almost irresistible impulse to cast myself at 
his feet and beg his forgiveness ; “I don’t 
suppose we shall ever see much of each other 
again—our paths in life will be different.” 

“ Good-by, my princess !”’ 

Covering my face with my hands I sink 
down on to the couch as he leaves the room, 
and wonder what my future will be. The 
past is gone with Will. My heart beats wildly, 
and its throbbing has a new unrestful pain. 
The old pet name again—* My Princess ”— 
how sweet it sounded! No, indeed, no longer 


his princess—by my own will and deed, far, oh. 
far removed trom his life and love! 


CHAPTER III. 


\ ARION and I have been a month at Middle- 

ton; and very happy we have been, de- 
spite the trouble we share mutually. We have 
worked very hard, too—at least I know I have, 
and | think Marion would say as much for 
herself. 

I have sketched from nature morn, noon 
and night; and our little sitting room is hung 
all over with trophies of my skill. 

I am resting just now on my laurels. We 
are living at a charming farmhouse, a mile 
away from the little country-town, in the 

rettiest village that one could imagine. Mrs. 

-age, the owner of the farm, was a servant of 
Aunt Dan's many years ago, and is Marion’s 
foster-mother. 

Iam in love with everything I see about 
me—the lanes are so shady, the cottages 
so picturesque, the children so delightfully 
ragged and artistic. 

Our sitting-room looks out over a narrow 
strip of garden-ground on to a long wide 
meadow that slants, shaded by fine oaks and 
beeches, to a wood where a little brook runs 
brawling and tumbling and tossing over the 
lichened stones all day long. Marion declares 
that the sprite who dwells by its flowery 
margin must have a touch of the Bacchante in 
its nature, to account for the wild mirth and 
reckless jollity of the shining rivulet. The 
wood itself seems literally crowded with ferns 
and flowers and singing-birds, and there is 
such color and freshness over everything. 
The trees sparkle and quiver in the June sun- 
light, and the fleecy white clouds sail over the 
azure sky like troops of snow doves. The 
apple blossoms cover up the orchard-paths, 
and the stocks and pinks and homely fiowers 
in the garden are the very joy of my heart. 

Every evening Marion and I throw open 
our window and listen to the nightingales 
singing in the wood beyond ; and, waking in 
the early morning, we hear the voice of the 
cuckoo close above our window. 

One thing I notice—that, since I began to 
sketch from nature, I find myself loving and 
appreciating the country as I never did before. 

Although Marion and I never speak of Will, 
he is rarely absent from my thoughts. It seems 
sometimes as though everything | looked upon 
reminded me of him—and it is never an eas 
thing to put an old friendship out of one’s 
head ; still it is not particularly satisfactory to 
find all one’s leisure moments determinedly 
occupied by the very person one wishes most 
to forget. And in the rest I gave myself after 
a month’s hard work I thought oftener of Will 
than anything else, my art not excepted. 

Aunt Dan writes us that Will has found 
Clara Linder, but she is not in want or 
poverty as he imagined; she is rich and 
clever, and, my aunt adds, beautiful beyond 
me one she has ever seen. She has inherited 
a fortune. while I have lost one. Such is the 
strangeness of life. My aunt fills a long letter 
with this news and her comments upon it—a 
letter that troubles me greatly, that breaks up 
my morning. and makes me resolve henceforth 
to drop my aunt as a correspondent. 

For days after the advent of this epistle I 
have no heart to work, and cannot regain my 
usual sweet serenity. Marion, with her ac- 
customed tact and kindliness, does not bring 
Clara’s name into any of our long chats; nor 
does she question me upon the cause of my 
debility and idleness. 

Now that the novelty of painting Las worn 
off, I find it much harder work than I ex- 
pected, and dreadfully unprofitable. Of course, 
I am only a student, but I doubt sometimes 
whether I shall ever reach a higher grade. 
I do not possess Marion’s steady, persistent 
habits ; my education and training have been 





against me. I take things up in a fever, and 
drop them after a time from sheer inability 
to keep my mind concentrated upon them until 
I have carried them through successtully. 

Marion was right. I have neither patience 
nor perseverance, and my ability counts for 
nothing. 

I have lazy days, when I betake myself to 
the wood, with a novel and a box of chocolate, 
and do not reappear until the dinner-hour. 
And then again I work at my painting with as 
much earnestness as though my life depended 
upon the necessity I feel to accomplish a given 
amount in a given time. 

Marion watches me in her usual quiet man- 
ner, and says nothing. 

Sometimes I think she is too busy to notice 
my fitful moods. I have always excuses for 
my business or idleness, and she invariably 
accepts them with great good faith; yet her 
silence upon the subject of the letter makes me 
think that she understands my state of mind 
very well. 

I am lying on the mossy grass in the orchard 
one morning, with some crewel-work beside 
me and an old volume of tales, when Marion 
calls me from the garden. 

I have been reading a very tragic story of a 
man and woman who loved each other fully, 
perfectly, nobly, but who were never permitted 
to enjoy their love on earth. He languished, 
till death released him, in the dungeons of the 
Church of Rome ; she dragged on the weary 
years of a long life in the stone cell of a con- 
vent. No fault on either side condemned them 
to this separation, this misery. They were 
victims to the avarice and ambition of those 
who should have best loved and protected 
them. I feel quite sorry for the sad, broken 
lives, whose mournful stor} has touched my 
heart. 

A shower of snowy, rosy blossoms fall over 
me; and I sigh as I shake them off and answer 
Marion’s call. 

In my present mood I can never hope to do 
anything great or good in this world—I am 
not fitted for it,.I have strength neither of will 
nor of action. Had I chosen,I might have 
made one person supremely and quietly happy ; 
but I disdained such an ordinary achievement, 
and even that is denied menow. The sunlight 
sheds its warm bright rays upon the tangled 
labyrinth of trees and shrubs that make this 
farm-garden so delightful to my artist eyes. 
Down in the meadow the cows are lowing, 
we in the shady pool; and the perfume 
of the lilies under Marion’s window reaches 
me on every little passing breeze. with the 
endless “ coo, coo"’ of the doves in the cot be- 
hind me. 

Marion, attracted by my voice, comes 
through the garden-gate and up the mossy 
path. She has a letter in her hand, and I look 
up at her with animation. 

“ News from town, Marion ?’ I ask. 

“Not exactly ; but something I think you 
will like equally well. Lady Tressilian wants 
us to go to a dance she is giving at Green 
Court. I don’t know who told her we were 
here. She has seen Sir Harcourt, 1 should 
imagine. Weare to stay at the Court all night.” 

“Oh, don’t let us go!’ I say, hastily. “I 
dislike these Summer dances so much—and, 
besides, I have nothing fit to go in!” 

“ As you please, of course,’’ replies Marion ; 
“but Miss Harcourt tells me this morning that 
Miss Linder is to be there, and I for one should 
like to see the heroine of your romantic story.” 

“ And Will?” I ask, questioningly. 

“Oh, Will remains in town with Sir Har- 
court; besides, he hates balls and parties of 
every description, as you very weil know.” 

“Qh, Marion!” I cry, with something like a 
gasp, “we must goand see her: I hate the 
idea of it, but I must do it.” 

“Very well, dear; then I will go in and 
write to Lady Tressilian that we will come.” 

I throw myself back on the grass and feel 
very tearful, although I scarcely know the 
reason of my sudden grief. The Summer flies 
and little spiders crawl up and over and under 
my thin muslin dress ; and one or two inquisi- 
tive fowls peck and cluck perilously near me. 
I throw out my arms once to ward off an at- 
tack on my person, and, alarmed and indig- 
nant, they scamper off as fast as possible to 
the other end of the orchard, only to return 
five minutes later. 

Suddenly Marion’s rich, clear voice drowns 
all the fainter music of birds or doves. She is 
singing her favorite song and accompanying 
herself on the piano. 

The music is too much for me. I bury my 
head in the pages of the book I have been 
reading, and let myself be carried away by 
the strong emotions aroused by the song; and 
it is like a cry from my own heart when 
Marion passionately sings : 

“ How could I tell I should love thee to-day 

Whom that day I held not dear? 


How could I know I should love thee away, 
When I did not love thee anear ?”’ 


For I do love Will now with all my heart. 


CHAPTER IV. 


T is the night of Lady Tressilian’s féle. We 

are dancing under a large marquee erected 

in front of the house. The dancers’ flying feet 

keep time to the exquisite strains of the Guards’ 

band ; and I am the acknowledged belle of 
the ball. 

I rather enjoy the novelty of my position, 
and am glad that I followed Marion’s advice, 
and draped myself in the simple classical cos- 
tume that every one is pleased to admire so 
much. I wear a crown of white lilies on my 
hair, and I have lilies on my breast and round 
my throat and arms—not a touch of color any- 
where about me, save the red in my cheeks 
and the gold in my hair. 

The fragrance of the lilies acts upon me like 
a subtle intoxication. 

Will is here, and has danced twice with me ; 
Clara Linder has not yet arrived. I question 





Will about her after a time. and he tells me 
that she promised him to come to-night—that 
she is really very pretty. but shy to nervous- 
ness. I imagine that Will’s voice takes a ten- 
der tone unconsciously in speaking of her, and 
the demon of jealousy overpowers me with 
his cold gigantic shadow. 

I do not give Will any chance to speak to me 
after he tells me this. Clara Linder, sweet, 
shy, modest—just such a woman as he most 
admires—is continually before me. And when, 
eventually, Will brings a white-clothed, calm- 
faced, dark-haired girl to me, and introduces 
her as Clara Linder, my state of mind—its 
pain, anger and jealous love—is not to be de- 
scribed. 

Never in my life have I been so gay, so bril- 
liant, as I am to-night. I dance recklessly and 
madly far into the night. I flirt with all the 
men I know, and laugh and jest to my heart's 
content, in spite of Will’s stern eyes and Ma- 
rion’s reproachful gaze. Clara Linder may 
have the monopoly of all the feminine graces 
under the sun. I will share no virtue with 
her. In my jealous rage and pain, I almost 
believe that Will is already in love with her. 

It is late in the night that Will and I danc 
together for the last time. Then he folds a 
shawl of dainty lace over my shoulders, and 
asks me to walk out with him through the 
garden, to see the silvery lake asleep in the 
moonlight, with the alders fringing its quiet 
banks. He tells me, too—what I did not know 
before—that it was upon this little lake that 
Geoffrey Harcourt, the youngest member of 
the family, asked my mother to be his wife ; 
and that it was at Lady Tressilian’s house that 
they spent their honeymoon after their mar- 
riage. I think he tells me this to steady me, 
to make me calm and thoughtful, before he 
asks me again, in more deeply passionate 
tones than J have ever heard from his lips be- 
fore, to take back my hasty words of a month 
ago, and give him another chance of winning 
me for his love, his wife. 

But neither calmness nor thoughtfulness can 
enter a heart torn with jealous feelings and 
conflicting emotions ; and so, from very wan- 
tonness, loving him as truly and desperately 
as ever maiden loved, I trifle with his earnest- 
ness, coquette with his passion, and put his 
love and prayer away from me—how, I know 
not—it is a mystery to me ever afterwards. 
But so it is. 

The sky is tenderly, deeply blue above our 
heads; the moon in full dreamy splendor 
shines down on to the lake, the ferns, the 
flowers, the statues, until. one could imagine 
the whole an enchanted scene from the “ Ara- 
bian Nights,” and expect to see fays and 
sprites peeping at one trom every drooping 
shrub or tree. 

We are in the fragrant, grassy rose-garden, 
and | am flitting from flower to flower, silently 
admiring and caressing each one in turn. The 
silence, however, becomes too oppressive, too 
eloquent, too charmful. It seems to bring us 
too near to each other, to unvail our mutual 
thoughts, to express our feelings without a 
sound. It is a positive relief to me when 
Will’s voice breaks the stillness, and the faint 
strains of the band reach us—tenderest dream- 
music. 

What madness is it that makes me scorn and 
refuse the love I would give my life to be as- 
sured of? What power checks the happy 
words upon my lips when Will’s passionate 
appeal stirs the very depths of my soul? I 
know not; but I stand by his side, carelessly 
plucking my flower-chain to pieces in the soft, 
sweet moonlight, and, without looking at him, 
I tell him to forget me—that it is best so —that 
I can never marry him—that Iam quite happy 
with my work and my life—and that Clara 
Linder, from the brief glimpse I have had of 
her, is in every respect more suited to be his 
than I am. 

“Tt is very good of you to wish to marry 
me,” I conclude ; “ but it would not be right 
for you to do so now. I could never feel 
happy to be indebted to you for everything I 
possessed.” 

Will walks up and down the path excitedly 
while I have been talking, and, as the last 
words leave my lips, he lays his hand upon 
my shoulder. 

“Ida, you jest with me. As if I have not 
suffered enough without this! Have you 
nothing more to say to me, Ida? Is that all?” 

“T think so,” I reply, with affected simpli- 
city. “I shall never alter my mind on that 
point; of course, if I loved you very much, it 
would make all the difference.” 

“Yes, I suppose so. And that can never be, 
Ida?” 

“Never,” I answer faintly ; and I turn away 
from him in the direction of the ballroom. 

We walk on in a profound silence, until we 
reach the path that leads us straight to the 
lawn ; but, as we pass under the shade of a 
spreading ash, my companion stoops over me 
suddenly and kisses me, with one long, close 
kiss, on my lips. I break away from him, out- 
wardly angry and indignant, but thrilling 
with the sweet, strange ecstasy that comes to 
us but once in life, when passion wakens to 
respond to love. 

“My darling, forgive me! My life is over, 
for I have lost you. Ida, darling, will you 
ever know how much | have loved you?” 

I listen dreamily, gladly, to those sweet 
words, with flushed cheeks and beating heart ; 
and then suddenly Captain Tressilian’s voice 
rouses me from my delightful reverie, and I 
am aware that we have reached a group of 
people on the lawn, and that Will has resigned 
me to my new partner, as in duty bound. 

“I have been verging on desperation,” says 
Captain Tressilian, as we go into the ballroom. 
“The dance is nearly over, and it is your fa- 
vorite ‘désir.’ ” 

“Never mind,” I say, with a wretched at- 
tempt atasmile. “I believe I am too tired 
to dance any more to-night. Would you mind 
it very much if we sat down for a little whil¢ 
in some cool place ?” 
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“ Why, you are quite pale,” replies the good- 
natured fellow. “Ill go and get you some 
wine, and you'll soon feel all right.” 

But the moment he is gone I join Marion in 
one of the ante-rooms, and complain of a 
sudden weariness and illness ; and even while 
I am talking to her & dimness comes over my 
eves, and I sink down upon a lounge, and faint 
away for the first time in my life. 





CHAPTER V. AND LAST. 


DO not tell Marion anything about my inter- 
view with Will, and we go back to Middle- 
ton the next day and take up the thread of our 
usual daily life. Somehow the knowledge of 
Will's love is a great comfort tome. 1 live 
over again many times in the day the few 
short moments I passed with him, and the 
memory of his face and his sweet, tender 
words remains with me continually. I take 
up my work again steadily and bravely, but I 
am not happy ; and gradually I fall ill, and 
Marion nurses me. Still I do not give up my 
art. I cling to it with greater love than ever, 
and Marion encourages me to try my hand at 
a picture, and prophecies a brilliant success 
for me; but I shake my head doubtfully. Of 
what use is it to sketch the cattle standing or 
lying in the meadow-grass, to coax the chil- 
dren to pose for me with their birds’-nests or 
wild-flowers, or to study the shades and tints 
in the sweet, still wood, while all my heart is 
away with Will, and all my desire “has gone 
out unto him” ? 

So I think and feel as the days slip on, each 
one leaving me more wretched than the last ; 
and so, one evening, in a passion of grief and 
tears. I tell Marion. 

“JT always knew it, darling,” she answers, 
gently ; ‘‘and now be the brave noble girl 1 
always believed you, and write to Will to-day.” 

“No, 1 cannot, Marion—I cannot write to 
him.” 

So much of my pride yet remaining. Marion 
suggests nothing more; and in silence and 
wretchedness that evening closes. 

The next morning Marion stands, grave and 
anxious, with my breakfast-tray in her hand, 
by the side of my bed. I am too unwell this 
morning to get up to breakfast. 

“Ida, do you know Will sails for India next 
week? Is this miserable pride to make you 
both wretched for life? You have behaved 
altogether wrongly and wickedly to Will; and, 
unless you gain his forgiveness and love now, 
you will regret it all your life.” 

“If he would but come to me!’ I moan, in 
reply. 

- Go to him,” is Marion’s answer. “ It is not 
right he should come to you.” 

“Let me go alone, then!” I cry, with sudden 
determination. ‘ Let me go quite by myself, 
and do not tell them I am coming.” 

And so, while the impulse is on me, I take 
the train to London, and arrive at Kensington 
early in the afternoon. My uncle is much 
better, and is very pleased to see me. Aunt 
Dan gives me a hearty welcome, and Jim sheds 
a few complimentary tears on my behalf. It 
is very pleasant to be at home again, and my 
bodily weakness makes me quite emotional. 
I tell my uncle that I have come up to do some 
shopping ; and, in questioning Aunt Dan about 
Will, I find that he is going to India on busi- 
ness of Sir Harcourt’s, and that he goes to- 
morrow instead of next week. She is so busy 
preparing for his departure that she is obliged 
to leave me every few moments ; and the dear 
old soul is so much upset that she has forgotten 
that I have came up to town alone, and has 
never once inquired after Marion. 

I am sitting in my own room again, where, 
three months ago, I smoked Will’s cigarette, 
when the door opens sharply, and some one 
starts back upon seeing me. 

Then Will comes into the room, almost re- 
luctantly, and we shake hands as strangers. I 
look up shyly through my lashes. Is that Will’s 
face, pale and haggard, as though he had 
known many sleepless nights, with lines and 
shadows about the mouth and under the 
kindly eyes? It is not like Will at all. 

“I did not expect to find you here,” he says, 
quietly. “Of course you have heard of my 
sudden journey? I am very busy,as you may 
imagine, and therefore I know you will ex- 
cuse me.” 

He positively turns to leave the room ; and 
even at this last moment my pride and de- 
spair struggle for the mastery. But love 
triumphs. 

“ Will,” I murmur, stretching both my hands 
to him in the old impuisive way he used to 
love so in the old days, “why will you go 
away? Iam sorry—lI did not mean——~” 

But the next moment I am caught to Will’s 
heart, and am weeping away my grief and 
misery upon his breast. 

- * bal * * * 


The next evening I return to Middleton, and 
Will accompanies me. He will not go to India, 
I need scarcely say. My uncle has been in- 
formed of our engagement, and ‘is in a high 
state of gratification about it. Aunt Dan has 
pleaded for a month at least to conclude the 
preparations for the wedding, and I have 
begged that, until we are married. 1 may re- 
main with Marion at Middleton. The day be- 
fore we return to town, Marion and I sit 
together for our last chat in the dear old- 
fashioned parlor we both love so well. The 
day's heat and noise are over, and the hazy, 
fragrant twilight is fast deepening into night. 
Marion is talking to me of my happiness in be- 
coming Will’s wife ; she is warning me against 
my besetting sins of pride and self-will, and 
declares she is glad I have gained my happi- 
ness through sorrow and pain. 

She takes my hands and kisses me, and her 
eyes are wet with tears. 

“Ida,” she says, after a pause, “I should 
like you to promise me something to-night. I 
have a fancy that on this night you would 
think a promise sacred.” 

I turn gladly towards her, and she draws 





me down to her side on my knees, while her 
-aressing hand plays with my hair. 

“You will make him happy, Ida, very 
happy, will you not?” 

“I will try, Marion,” I answer, humbly. 
And then we kiss each other, and remain quite 
still until Will’s voice sounds in the porch in- 
quiring for me. 

I rise hastily and stand in the light of the 
window ; and Will comes into the room, and, 
not seeing Marion in her shady corner, puts 
his arms about me, and, with low murmuring 
words of happy love. leads me into the still and 
peacetul Summer night. 


KEEPING THE POLAR BEARS COOL 
DURING THE SUMMER. 


HE beautiful Polar bears in Central Park have 

been spared much suffering during the Summer 
by an ingenious device, which gives them a slight 
experience of their natural temperature. Above 
the cage a large water-tank has been put up. This 
is supplied with water from the Croton mains by a 
hose. Through hcles pierced in the bottom the 
water pours upon the bears in the manner of a 
shower-bath, but in much greater quantity. The 
bears pass the most of the time beneath this tank, 
and appear to enjoy the steady stream. They take 
their tood as soon as passed through the bars to 
the shower and there devour it. As long as the 
water is pouring upon them they remain docile and 
happy. Itis necessary, in order to preserve their 
healih, to keep them cool with water from Winter 
to Winter. As soon as frost sets in the tank will be 
removed, and the bears left to enjoy a more con- 
genial temperature than the present. 








PICTORIAL SPIRIT OF THE FOREIGN 
ILLUSTRATED PRESS. 


The Proposed New Eddystone Light- 
house. 


The projected new Eddystone Lighthouse, which is to 
supersede the one that was erected by Smeaton towards 
the end of the last century, is shown in our illustration 
as it will appear when completed, standing about 127 
feet {ro.n the existing tower. The new tower, which is 
to be constructed entirely of granite, will consist of a 
cylindrical base, 44 feet in diameter and 22 feet bigh, 
having its upper surface 234 feet above high water of 
Spring tides, From this base will spring the shaft of 
the tower, 35 feet 6 inches in diameter at the commence- 
ment, and 18 feet 6 inches in diameter under the cor- 
nice, the top of which will be 138 feet above the rock. 
On the cylindrical base there will thus be formed a level 
margin 4 feet 3 inches wide for a landing-platform. The 
tower is to be a concave elliptic frustum, the generating 
curve of which has a a scini-transverse axis of 178 feet, 
and a semi-conjugate axis of 37 feet. The tower is to be 
solid, with the exception of a water-tank, to the level of 
2534 feet above high-water Spring tides. At this leve! 
the walls will be 8 feet 6 inches thick, diminishing to 2 
feet 3 inches at the top. The tower will contain pine 
apartments, 10 feet in height, in addition to the lantern, 
the seven uppermost being 14 feet In di t The 
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SIGNIFICANT STRAWS. 
Tue Montana wool-clip will exceed 1,200,000 pounds. 


Two hundred and sixty-five vessels are en route from 
Europe to load with grain at Baltimore, 


Tue rice crop of South Carolina for the year is esti- 
mated at 44,000 tierces, and that of Georgia at 26,000. 


Tron bridge building is fast becoming one of the most 
active and important of Philadelphia's industries, 


MacuHINEeRY has been put up at Fernandina, Fla, to 
experiment in making paper from Palmetto fibre. 


Tron ore yielding 47 per cent. of iron has been dis- 
covered on Smith’s Creek, about two miles {rom Waynes- 
burg,Green County, Pa. 


Tue increase of flouring mills in the four States ot IIli- 
nois, Wisconsin, Iowa and Minnesota {rom 1860 to 1878 
was from 1,138 to 3,000, 


Recent reports {rom Shanghai show a great diminu- 
tion in British transactions, while American commerce 
was almost doubled in the past year. 


Eicat hundred more coastwise vessels have arrived 
at Boston during the seven months of the present year 
than during the corresponding time of last year. 


How. Martin I, Townsenp, of Troy, who has just re- 
turned from an extended tour in the West, says that 
there never was acountry so flourishing as the West is 
to-day. 

OysteRMEN of Long Island are looking forward to a 
season of unusual prosperity, as more oysters are being 
grown in their waters than at any time within twenty- 
five years. 

Ir is stated that three prominent silk manufacturers 
from Macclesfield, England, have decided to settle in 
Paterson, N. J., next year, bringing several hundred 
hands with them, 


Tne brass works at Rome, N, Y., are turning out two 
tons per day, and have orders sufficient ahead to keep 
them at work nearly two months, Therai] mill is tem- 
porarily closed for want of iron, 


Tre New York carpet trade was never better than at 
present. Some of the manufacturers say they don't 
want to see another order; that they have all and more 
than they can do for six months to come. 


During the first six months of the year $13,524,000 
have been invested in railroad construction, most of that 
money having been expended in the Western States. 
The steel alone used has cost about $8,000,000, 


Tue Atlanta (Ga.) Rolling Mill is now manufacturing 
rails, fish-plates, merchant bars and bridge iron. The 
mill employs 500 men, and is running full double time. 
Present orders will keep them busy till November. 


” Tox old Lake Superior iron mine is again asserting its 
prominence, Its lake shipments up to August 20th 
footed up 91,080 gross tons, against a total of 65,960 
tons for a corresponding period last year—a gain of 
25,120 tons. 

Tue Internal Revenue Bureau has prepared a state- 
ment, showing that the number of gallons of spirits pro- 
duced during the fiscal year of 1879 was 71,892,617, 
against 55,103,103 in 1878, showing an increase of 
15,789,564 gallons. 

Tux report of the business of the port of Baltimore for 
the month of August just closed shows an increase in the 
amount of grain received of over a million bushels, the 





whole of the work is to be dovetailed and cemented, 
both horizontally and vertically. On the completion of 
the new lighthouse it is intended to take down the pres- 
ent lighthouse to the level of the top of the solid base, 
29 feet above high water of Spring tides. This portion 
of the present structure is shown remaining in our illus- 
tration of the proposed new lighthouse as it will appear 
when the work is finished. It has been determined 
that the elevation of the focal plane of the light shall be 
130 feet above high water, by which the range of the 
light will be increased from 14 to about 1744 nautical 
miles, 80 as just to overlap the range of the new electric 
lights at the Lizard. 


An Electric Railway at Berlin. 


At the Berlin Exbibition there is an electric railway 
constructed by Siemens and Halski. The power is sup- 
plied by a stationary dynamo-electric machine (worked 
by a steam-engine) toa similar machine on a locomotive, 
making use of the track to conduct the electricity. The 
conductor can make or break the connection and thus 
control the motor. The track is circular and about six 
hundred feet long. There are three wagons attached to 
the locomotive, affording accommodation for twenty 
Pp 8. Dr. Si does not pretend that there is 
any economy in the contrivance, and it is only exhibited 
asa toy. When we consider that a steam-engine has 
to get up electricity on the stationary dynamo-electric 
machine to be conveyed at great loss to a second ma- 
chine, we can see that it would be much more economi- 
cal to apply the steam directly to the locomotive. 


Incidents of the Zulu War. 


Lord Chelmsford left the camp on the White Umvolosi 
at noon, July 3d, and advanced with General Newdegate’s 
division and General Wood’s flying column. Next morn- 
ing, after crossing the river, he was attacked by a Zulu 
force variously estimated at from 12,000 to 20,000. 
The enemy appeared simultaneously on all sides, and 
when the British troops formed in hollow square on a 
plain near Ulundi, they commenced a desperate attack, 
advancing regularly with astonishing pluck and deter- 
mination for about an hour. At last, however, broken 
by the heavy, well-direcied fire of the artillery, they 
wavered, and then the square opened and the cavalry 
dashing out, charged them, and acomplete route ensued. 
Our engraving represents the square opening to allow of 
the egress of the cavairy. The Zulu loss was estimated 
at 800, while the British was bat ten killed (including 
Captain Edgell, Seventeenth Lancers) and forty-two 
wounded, amongst whom were Colonel Lowe and Major 
Bond, As soon asthe battle was over Lord Chelmsford 
advanced to Ulundi and burnt every kraal within acircle 
of three miles. The Zulu messengers, as they came into 
the camp the second time, escorted by some of the 
Lancers, with the two tusks of ivory carried by the men 
behind, are shown in one of our sketches. One of them 
held a cleft stick, in which was stuck the letter written 
by an unknown European for Cetewayo, addressed ‘‘To 
Lord Chelmsford, Esq.’’ It was inclosed in an old Eng- 
lish official envelope, which had been that of a letter sent 
to the Zulu King by Colonel North Crealock, Military 
Secretary, trom Fort Newdegate, some time before. The 
British Commander-in Chie! dismissed the Zulu messen- 
gers, desiring them to tell Cetewayo that if by noon 





ipts being 5,548,000 bushels, all but about 800,000 
of which was exported, 

Tue grape crop along the Hudson River promises to 
be the largest ever gathered. The vines will, it is said, 
ag te three tons to the acre. The principal variety 
is the Concord. Growers in several places will ship as 
many as thirty tons each. 


Tue Kansas City Price Current reports the yield of 
wheat in ten counties in Southeastern Kansas at 
2,057,655 bushels, against 1,139,654 bushels last year, 
showing an increase of 918,001 bushels. The estimated 
corn crop in ten counties is placed at 37,000,000 bush- 
els, against 22,000,000 bushels last year—an increase of 
15,000,000 bushels, 

Aqgoprer belt some two miles long and from 200 to 
400 feet wide has been discovered about the middle of 
the southern part of Maine, directly on the coast. Some 
twenty miles to the northward of this copper belt silver 
has been found in flakes, masses and filaments. A shaft 
has been sunk some hundred feet deep, and it is re- 
ported that the ore increases in richness with the depth. 


Tue total yield of the Leadville carbonate camp up to 
the close of July was $9,401,283; 47,929 tons of ore were 
produced, equal to 9,893 bullion tons and 3,391,483 sil- 
ver ounces. The average yield of all ores smelted there 
is estimated at seventy ounces to the ton. In addition 
to the product of the local smelters, there have been 
shipped from Leadville over $5,250,000 worth of high 
grade ore. About ten tons of ore are now shipped daily. 


REPRESENTATIVES of the Bessemer steel works of this 
country held a meeting in Philadelphia, on Septem- 
ber 3d, at the rooms of the American Iron and Steel Asso- 
ciation, for the purpose of adopting such measures as 
they may deem proper for the regulation of the trade, 
which is pow more active than for several years past. 
Out of the eleven Bessemer steel works in this country, 
ten were repr ted at the ting, the Vulcan Works, 
of St. Louis, being the only one unrepreseuted. Reports 
represeaoted the trade as enjoying an extraordinary degree 
of prosperity and the prospect is of the brightest charac- 
ter. Without an exception every rail-mill in the coun- 
try has orders for more than it can produce up to the end 
of the year, and many of them have already taken orders 
for several months in the ensuing year, 





Tux exports of wheat to Europe from the four princi- 
pal Atlantic ports for the week ending August 30th 
amounted to 4,596,737 bushels, as follows: New York, 
2,476,365 bushel; Baltimore, 1,142.919 bushels; Phila- 
delphia, 700,465 busbels; Boston, 276,988 bushels, The 
exports of corn were: New York, 777,962 bushels; Bal- 
timore, 143,685 bushele; Boston, 972,009 bushels; 
total, 1,893,656 bushels. Of the exports of wheat, 
1,045,543 bushels were shipped to Antwerp, 640,236 
bushels to Liverpool and London, and 1,447,215 bushels 
to France. The receipts and exports of wheat at the 
seven seaports of the Atlantic coast in the last six weeks 
were: Receipts, 32,256,650 bushels; exports 22,868.384 
bushels; an increase in the receipts over the same 
period last year of 14,686,989 bushels, and in the ex- 
ports 9,970,325 bushels. 


AN incident more practically illustrative than statisti- 
cal figures of the prosp dition of the iron manu- 
facturing industry in this country bas just occurred in 

ction with the negotiation by Government officers 








on July 3d the stipulations had not been plied 
with the advance would recommence. The 3d came and 
went, yet no signs of submission, so on the 4th the 
batile was fought. 


Visit of the King of Italy to Genoa. 


The first visit of the King of Italy to Genoa after his 
accession to the throne was marked by all the enthusi- 
asm that has greeted bis appearance since Passanti at- 
tempted bis life. He was accompanied by his Queen, 
who, like the Princess of Wales, attracts all classes by 
her unassuming manners and happy disposition. The 
King 18 suffering much with consumption, but, despite 
the entreaties of his physicians, insists in performing 
his onerous public and social duties without interrup- 
tion. The popularity of the royal couple increases 
steadily. 





for the iron-work on the extension wing of the new State, 
War and Navy Department Building in this city, 
Instead of advertising for bids, the officers in charge of 
the work addressed circular letters to the prominent 
iron manufacturers and contractors throughout the 
country requesting them to submit estimates for the 
iron-work. Repiies to these circulars have been re- 
ceived, and, strange to say, in a majority of cases the 
contractors have declined to bid for the work on account 
of the large number of orders ahead. Asa rule, there is 
great competition for Government work of this kind, 
for the reason that the prices are usually liberal and pay- 
ments prompt. Now, bowever, instead of being em- 
barrassed to decide between the bidders, the Govern- 
ment is likely to experience some difliculty in yetting 
the proper persons to do the work. 








AT HOME AND ABROAD. 


—SAvannau will celebrate her centennial on 
October 9th. 


—Tue shipment of pine straw from Wilming- 
ton, N. C., to New York is assuming lurge proportions, 


—Tue excess of the earnings of the Sing Sing 
State Prison over the expenditures for August was 
$3,300. 

—Tue Minnesota sugar-cane, out of which a 
splendid article of sugar is made, is grown successfully 
in West Tennessee, 


—Tue celebrated Kennedy cattle-ranche, Texas, 
on the Rio Grande, bas been purchased by an English 
company for $950,000. 


—Tue General Assembly of Virginia is stocking 
the waters of that State with game and food fish, A 
hatchery has been established in Wayne County. 


—In the capital of Japan there are about 
seventy thousand soldiers, all in the American uniform, 
and provided with arms purchased from the United 
States and England, 


—Fovr millions of the old State debt of North 
Carolina have been retired and new bonds given in their 
place, the latter representing $1,120,000. Eight mil- 
lions of the old bonds yet remain outstanding. 


—Tue famous Whitehall gold mine on the 
narrow-gauge railroad near Fredericksburg, Va., formeriy 
owned by Commodore Stockton, has been purchased by 
Boston capitalists and operations will be resumed Octo- 
ber Ist. Some years ago this mine yielded $146,000 in 
seven months. 


—Turannual meeting of the American Method- 
ist Mission in Japan bas been held in Tokio. Four 
natives were admittted to the ministry on trial There 
were reported 438 members, a gain of 209, 170 proba- 
tioners and 54 children, The natives contributed for 
various purposes $445. There are 773 scholars in the 
Sunday and 346 in the day schools. 


—Accorp1nG to official statistics, the Italian 
harvest of this year shows a deficiency of 10,000,000 
quintals of maize, 5,000,000 quintals of wheat and 
2,000,000 quintals of other grain. In consequence of 
the failing crops, the Italian Home Minister has issued a 
circular to the prefects of the various provinces directing 
them to call on property-owners for work for needy 
laborers. 


—Tue correspondent of a Swiss paper warns 
collectors of antiquities to beware of fabricated speci- 
mens of articles purporting to belong to the age of 
bronze and to have been found among the remains of 
lake-dwellings and in the beds of rivers, He says there 
is a regular manufactory of these things near the Lake 
Bienne, and that bronze swords are being offered at 100 
francs each which are not worth as many centimes. « 


—Unper the new administration of the tele. 
graphic lines in France, in combination with the post- 
office, a great increase in the number of telegrams is 
noticeabie. In 1878 eleven millions of messages were 
transmitted. Paria is now connected directly with 113 
towns of France, and with the principal ones there is a 
double line, London is connected with Puris by nine 
wires, with Brussels and Berlin by three, and with 
Vienna and seven other cities by two, 


—TueErz are 735 miles of railroad in process of 
construction in Texas. This includes the Texas Central 
Railroad from Ross Station west, 150 miles; the Texas 
and Pacific, from Fort Worth west, 30 miles; the Gulf, 
Colorado and Santa Fé, from Richmond northwest, 140 
miles; the Houston, East and West Texas, from Living- 
ston north, 50 miles; the East Line and Red River, from 
Sulphur Springs west, 50 miles; the St. Louis, Texar- 
kana and Waco, from Texarkana southwest, 230 miles, 
and other roads of less note. 


—Some interesting trials with carrier-pigeons 
have lately been made in Germany, in order to ascer- 
tain whether the pigeons, after being confined for some 
time at a point distant from their proper home, would 
still return to it when liberated. Accordingly 149 birds 
were carried from Aix-la-Chapelle to Metz, und liberated 
after a month’s confinement. By the morning of the 
day following 134 had returned to their cotes in Aix.la- 
Chapelle, the bird which arrived first having flown from 
Metz to Aix-la-Chapelle, 112 miles, in four hours and 
hirty-eight minutes. 


—Tue attention of the Prussian Government 
is just now greatly taken up with the late portentous 
increase in the number of tramps and masterless men 
who throng the country districts demanding work or 
bread. Arrests for vagabondage and y have 
increased from 5,290 in 1875 and 6,334 in 1876 to 7,208 
in 1877 and 9,000 in 1878. The number of arrests has 
tbus almost doubled in four years, and the cost of main- 
taining tramps in prison amounted last year, for the 
kingdom, to 2,600,000 marks ($600,000), The cause 
of this unsatisfactory state of affairs is attributed to the 
pressure of the times and the consequent difficulty of 
obtaining work. 


—Mavaimony is rather expensive in Zululand, 
as indeed it is everywhere else. Each lady has to be 
bought of the king or her own people with a great many 
head of cattle, so that the chieftains who possess the 
largest number of wives are very much looked up to by 
their less fortunate neighbors. It is, in fact, a sure way 
of advertising one’s wealth, and the husband of many 
wives is entitled to wear bis hair in a peculiar fashion, 
in order that his superior position may be at once recog- 
nized. It is greased, and passed through a ring at the 
top of his head; and on account of the form which in 
course of time it assumes, he is henceforth known as a 
** Saucepan Chief,’”’ and venerated accordingly. 


—Tue monarchical factions in France are 
quarreling over their holy places. The Imperialists are 
anxious to build in the heart of Paris a memorial chapel 
in honor of Prince Louis Napoleon. The Legitimists 
have their expiatory chapel, which stands in the middle 
of a small and gioomy square, and there they assemble 
every 2ist of January, the anniversary of the execution 
of Louis XVI, to pray for the repose of his soul and for 
better times. The Orleanists, too, have their chapel, 
just outside the fortifications, reared on the spot where 
the eldest son of Louis Philippe was thrown from his 
carriage and killed, and dedicated to his memory. The 
Royalists of both branches object, however, to a third 
tabernacle, 


—tTue Republicans of the State of New York, 
in convention, assembled at Saratoga, September 3d, 
nominated candidates for State offices, adopted a plat- 
form, and adjourned sine die, The following is the 
ticket chosen: For Governor—A. B. Cornell, of New 
York; for Lieutenant-Governor—George G. Hoskins, of 
Wyoming; for Comptroller—J. W. Wadaworth, of Living- 
ston; for Secretary of State—General J. B. Carr, of Rens- 
selaer; for Treasurer—N. D. Wendell, of Albany; tor 
Attorney-General—Hamilion Ward, of Allegany; for 
State Engineer—Howard Soule, of Onondaga. A platform 
was adopted pledging the party anew (o national supre- 
macy, equal rights, {ree elections and honest money, 
thanking President Hayes and the Republicans in Con- 
gress for their recent attitude, and denouncing the pres- 
ent Democratic policy. The regulation of corporations 
was advocated. Senator Conkling was temporary chair- 
man, and Vice-President Wheeler was president of the 
convention. 
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THE COLLECTION OF PAINTINGS IN THE ART GALLERY. 
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DISPLAY OF MECHANICAL INVENTIONS IN MACHINERY HALL. 
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EXHIBITION OF FLOWERS, FRUITS AND VEGETABLES IN HORTICULTURAL HALL. 
EXPOSITION OF CINCINNATI IN THE GRAND PERMANENT BUILDINGS, SEPTEMBER 1l0ra TO OCTOBER 10ra, 


OHIO.—THE SEVENTH INDUSTRIAL 
From Sxercues py Watrer Goarer.— Set Pace 42, 
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REGRET. 
EGRET, regret! a potent spell 
\ To chain the memory to the past; 


To bid the tear of sorrow well, 
And suffocate the heart at last 


What hopes, with fairest colors lined, 
Besiege the weary, burdened breast, 

And seek for entrance but to find 
The casket filled by black uorest! 


Yet with this canker deeply fraught, 
Life’s bitter trials must be met, 
And solaced but by one fond thought — 

To die will be my least regret. 








BLUE EYES AND GOLDEN HAIR. 
By ANNIE THOMAS, 


CHAPTER I1I.—(CONTINUED). 


ISS ELDON is a very fair specimen of a 
M well-bred young Englishwoman, as 
having “ taken it out of him” in a sharp 
trot down to the Kensington Gardens rails, she 
turns, and, holding her handsome little horse 
in to a walk, rides slowly along. There 1s no 
“ doubt” about Daisy, even in this place, where 
discernment is so sorely taxed. There is not 
a superfluous button, not an unnecessary bit 
of braid abcut her navy-blue habit ; and round 
the brim of her hat there is not a superfluous 
half-inch of tulle. You remark immediately 
that she does not ride to her audience, and 
that both horse and rider are perfect types of 
their respective kinds. But if you do not 
know her, you remark nothing further. 

Truth to tell, she is riding the Knave 
of Hearts with most reprehensible careless- 
ness this morning ; for her mind is very much 
given to the consideration of that question 
concerning Sir Bolingbroke which her aunt 
has raised with auntly zeal and indiscretion. 
Miss Bertram’s words have not borne all the 
fruit she intended them to bear; still they 
have had some weight with the girl, who has 
up to this morning enjoyed all that is enjoy- 
able without troubling very much as to what 
is to follow. But now, as Daisy rides slowly 
along, she falls to thinking of what the home- 
life down at Burnsleigh is ; and when she has 
thoroughly resuscitated the memories of it, 
she has it borne in upon her vividly that she 
will have to go back to that life, and resume 
it, just as though this brilliant episode had 
never come within her experience. The 
sweet blue eyes are gazing apparently at the 
living panorama before her. In reality they 
are looking into the future, and sceing all the 
gloom of it. 

She is startled abruptly from her daydream 
by the Knave of Hearts suddenly swerving to 
the near side, and then returning to the path 
of duty by a series of plunges. Well-bred 
horse as he is, he cannot always control an 
emotion of surprise, and he has experienced 
a profound one in seeing a young man who is 
leaning on the railings sweep off his hat in 
salute to Miss Eldon. He isan English horse, 
and utterly unaccustomed to the society of 
men who signalize the fact of their existence 
before the lady has nodded an acknowledg- 
ment of it. 

Of course Daisy sits the shy. If I ever ven- 
ture to unseat a hervine, it shall be in a little 
country lane, where no one can see her. For 
though such accidents do happen in public 
places in real life, itis not advisable that they 
should ever befall aheroine of romance. The 
majority prefer that she should be a sort of 
female Admirable Crichton, and it is well to re- 
spect the prejudices of the majority. 

But though Daisy remains in the saddle, the 
shy arouses her suddenly from her daydream, 
and looking with understanding for the cause 
of the emotion of the Knave of Hearts, she 
finds it in a young, tall, lissome-figured man, 
whose swarthy face is glowing with satisfac- 
tion at the sight of her, and whose tawny eyes 
are riveted upon hers with a tender earnest- 
ness that brings vividly before her a _half- 
forgotten scene, in which a handsome boy 
transferred a well-loved mastiff puppy to the 
eare and ownership of a golden-haired slip of 
a girl. 

The Knave is almost brought upon his 
haunches by a dexterous turn of her wrist, 
and in a moment she is leaning forward, hold- 
ing her hand out with hearty gladness. 

“ Harry Poynter! How did you know me?” 

“ By your eyes and hair, Daisy,” the young 
fellow replies ; “ they’re not changed, though 
you are. ButI ask the same question : how 
did you know me ” 

“1 knew——” she begins, then she hesitates. 
It is difficult to say how she recognized him. 
In the old days he had been the pleasantest 
object on which her vision ever lighted, and 
now, though he is utterly different from the 
boy whom she remembers, there is no one 
who may with him compare. “ You’re very 
different from what you were when you gave 
me Tartar; but still, somehow, you're like 
your own self,’ she says, at last; and as she 
says it she sees Sir Bolingbroke Bray ap- 
proaching her. 

“So you remember Tartar, too?” Mr. Poyn- 
ter says, delightedly ; and her attention being 
caught by Sir Bolingbroke at this juncture, it 
is some few moments before she can reply. 

‘Remember Tartar! Does one forget one's 
dearest friend after being separated from him 
for a month?” 

‘““Who’s the happy man who occupies that 
proud position, Miss Eldon?” Sir Bolingbroke 
says lightly, laughing. He quite means to 
have Daisy for his wife; but it does not stir 
the faintest jealousy within him to hear her 
speak of some one unknown as her dearest 
friend. If she will only become Lady Bray 
he is quite Lo to bear the burden of her 
forming a dozen * dearest friendships,” if she 
feels so inclined. 

“ He's only a dog,” Daisy says ; and then she 
turns a little in her saddle, and inclines her 





head slightly to Sir Bolingbroke, in a way that London altogether. “Let her nourish her 
ought to show him that she considers their in- | fancies ; they are intangibilities that will never 


terview at an end—that he is free to, and she 
ready and willing that he should, ride on— 


| 


interfere with my comfort ; and the effort she 
makes at nursing them throws an enormous 


and that she desires to resume uninterrupted | amount of expression into those seas of love 


intercourse with the handsome, debonair-look- 
ing young fellow who is leaning over the rails. 

But this is not at all within the limits of Sir 
Bolingbroke’s intentions. A rival in the ab- 
stract, or evena defined rivalif he only be 
absent, is endurable enough to the young 
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baronet ; but a rival well defined and present, | 


who engrosses Daisy’s attention away from | l -# : 
S 4 | on his own ground— it’s an understood thing : 


Sir Bolingbroke Bray, is quite a different thing. 

“T shall have the honor—your aunt has ac- 
corded me her permission—of being your es- 
cort this morning, Miss Eldon,” he says, sitting 
at ease coolly,and regarding Mr. Poynter with 
the same lazy expression of interest which he 
might exert himself to evince at sight of an 
Indian brave or a fine specimen of a wild red- 
deer. There is about Harry Poynter such 
vitality, such young, healthy, happy vigor 
and freshness, that he is a marked object here 
in the ranks of languid, bored, fashionable-look- 
ing men. It is not that the recently returned 
squire of Glenholme is rough, unpolished, ill- 
dressed, or “bad form” in any way; it is 
simply his looking thoroughly “ alive ” which 
distinguishes him from the majority of the 
men who are inertly reclining in divers atti- 
tudes that are expressive of utter weariness 
on the railings under the blazing July sun. 
Daisy, who is replete with this same physical 
force herself, perceives and appreciates it 
quickly in another, especially when it is pre- 
sented in so fair a guise as in the person of her 
old friend, Harry Poynter. 

Tartar is a very thawing topic. They dis- 
cuss him as he was in the days of his infantile 
grace and innocence, and Daisy describes the 
dog into which he has developed. She winds 
up her essay on Tartar by saying: 

“ But how is it that you've been so long in 
England without seeing him ?” 

“ Because,” he says, “I denied myself that 
bliss in order to watch for the opportunity, 
which has come at last, of seeing you.” 

Daisy's song face grows pink as she hears 
him, and her eyes gleam like stars with the 
sweet pleasure she feels in her old friend’s re- 
membrance of her. Of what avail is it to Sir 
Bolingbroke now that he has the place at her 
off-side for the remainder of this morning’s 
ride? Harry Poynter has the nearer place in 
her interest ; and that once fairly awakened, 
the end is not so very unforeseen, 

‘It has been the one drawback to my other- 
wise perfect felicity up here that I wasn’t 
down at Burnsleigh when they welcomed you 
to your ‘own again,’” she says to young 
Poynter, disregarding grandly the symptoms 
Sir Bolingbroke is lazily developing of its 
being his opinion that it would be well for 
them to move on. 

“T had staid away from ‘my own’ for a 
good many years for other people’s pleasure ; 
it occurred to me that it wouldn't hurt other 

veople very much if I staid away a little 
onger from my own,” he answers, sparkling u 
with a sense of the entire appreciation she will 
have for all that is meant or may be meant by 
his speech. “I didn’t feel inclined to hie me 
home the instant I was free to do so ; the place 
and I know so little of each other that I shall 
see very little of it, if itself is the only attrac- 
tion it offers me.” 

“ You shall not be an absentee,” she cries 
out. “I mean—I beg your pardon, Mr. Poyn- 
ter; but I live in the place, you know, and 
understand all about the advantages and dis- 
advantages of your absence or presence. 
The people you let it to were rich and good 
enough in their way ; but they thought more 
about the London shop by which they make 
their money—very naturally—than they did 
about ameliorating the condition of the poor 
or oiling the social hinges of the neighborhood. 
And papa was a sort of stand-between those 
new people and the Granvilles and others of 
the Granville ilk, and papa suffered. Don’t 
you understand now why I wish you to go 
home and to stay at home—as you will, 
Harry ?” 

She bends forward again to offer him her 
hand in farewell as she says this, and a smile 
like a sunburst gleams forth from her glorious 
eyes and breaks the lines that have been som- 
bre about her flexible lips. 

“ Oh, Daisy, Daisy, if you look like thatI'll go 
to Glenholme or to anywhere else for your 
sake,” he mutters; and then he adds aloud, 
“May I have your address? I hear you are 
staying with your aunt, Miss Bertram.” 

She gives him her card at once gladly, and 
now Sir Bolingbroke feels that the time has 
come for him to assert himself. 

“In the interest of the Knave I must beg 
you to come on, Miss Eldon; he has chafed 
against your unconsciously tightened hand till 
his mouth is bleeding.” 

She slackens her rein at once, and the clever 
little horse steps out in his matchless style 
without another suggestion being made to him. 
“Come and call on us to-morrow.” the girl 
lilts out to Harry Poynter, turning her bright 
face towards him encouragingly ; and as he 
shouts back his promise to do so, he resolves 
that he will calland call again till he wins the 
right to call this darling Daisy his own. 

Sir Bolingbroke is very sensible. He sees 
that Daisy is in a rarefied atmosphere, the 
chief elements of which are recollection and 
possibility, admiration for a new type, sym- 
pathy with a good-looking adventurer upon 
an untried career, and girlish glee in the part 
A is playing of wielder of strong men’s 
wills. 

“Let her nourish her fancies,”’ Sir Boling- 
broke thinks as he trots along by the Knave’s 
side, discoursing of the wind and the sun, the 
weather and the forthcoming banquet at 
Orleans House, the impossibility of existing in 
London an hour after “ one feels that the time 
togo has come,” and'the miserable nothingness 
of a life that has to be lived away from 





and fantasy— her eyes.” 

Accordingly, in fulfillment of his view of the 
case, Sir Bolingbroke sends sentiment to the 
right about altogether this morning, and talks 
nothing but society to her. 

“ You'll be at Lady Beauton’s to morrow of 
course?” he half-questions. “ St. Briac is to 
conquer the heiress of the year, Miss Millard, 


she goes for the title and his good looks, and 
he goes for all that “ cotton’ can procure 
him.” 

“How very funny, and how very sad!” 
Daisy says, sagely, ‘“‘You speak just as if 
Miss Millard were a bale of goods, and as if 
Lord St. Briac wouldn’t have to live with her 
so long as they both do live, if they marry.” 

“ That doesn’t always follow, Miss Eldon,” 
Sir Bolingbroke answers with (to his credit, be 
it said) a heightened color. 

“What doesn’t always follow?’ the Daisy 
asks, in innocent forgetfulness of the “ story” 
of Sir Bolingbroke and Lady Bray. 

“ Well, it doesn’t always happen that people 
live together, ‘so long as they both do live,’ 
because they marry unadvisedly. Let me tell 
you ” 

“No; tell me nothing,” Daisy interrupts. 
‘People shouldn’t marry unadvisedly. We 
can all stay as we are if we can’t marry the 
one we love; and if we marry the one we 
love, then it must be all right.” 

“ That's your theory,” he lisps, laughingly. 

“ That’s what I believe, Sir Bolingbroke.’ 

“Well, my practice has been somewhat 
different ; but I won’t defile your ears by 
giving you a recital of the last Lady Bray’s 
works. I have been a very badly-treated 
man, and I thought myself a blighted man, 
Miss Eldon, until I saw you; now I feel that I 
still have a motive in life, and that motive is 
to win you for my wife.” 

He is a graceful, lissom, well-favored young 
fellow, and he has a baronetcy and twenty 
thousand ayear. Daisy remembers that he is, 
and that he has all these advantages, as she 
listens to him. Across her mind, too, as she 
listens, there flashes a vision of what Burn- 
sleigh life is and will be. But closely follow- 
ing on that vision there comes one of a gallant- 
looking, dark-eyed, sanguine-complexioned 
men, who has looked at her this day witha 
look to which her heart has beaten respon- 
sively, in a way that it has never beaten to the 
look of another man. And side by side with 
this remembrance there rises another—that of 
Sir Bolingbroke’s sorely tried, sadly fallen, 
lost, unmentioned, and unmentionable wife. 

Daisy is not a woman of the world yet. She 
does not understand that “these things are,” 
but are not to be mentioned. So she comes 
out with rather a hard rejoinder to his 
request. 

“What an unworthy motive, Sir Boling- 
broke! For your real wife is still alive, isn’t 
she 2” 

“ She is not my wife. Don’t you understand 
that I have divorced her ?” 

“IT don’t understand anything of the sort; I 
pe A understand that what God has joined to- 
gether man cannot put asunder. I am sorry 
for you, for | think you ought to live the rest of 
a life alone, and that thought is a sad one. 

ow, shall we go home?” 

“1 am to consider your answer a final one ?” 

“ Yes, please,’ she says, simply ; and then, 
as they come to the end of the Row, she puts 
her hand out to wish him good-by, and says, 
« No one will know of this from me, Sir Bo- 
lingbroke.” 

“I don’t care who knows that I have ‘loved 
the highest,’ though it’s been my ill-fortune to 
have loved in vain,” he says, in a tone of such 
brave sincerity that Daisy’s heart melts to- 
wards him, and her eyes beam such admira- 
tion for the manly candor with which he 
speaks of his disappointment, that he takes 
heart of grace, and determines to “try her 
again” at some future day. “Her head isa 
trifle turned by the success she has had,’ he 
tells himself. ‘When the season is over, and 
she has to face the parsonage and the poverty 
again, she’ll take a more lenient view of my 
position.” 

Meanwhile Daisy rides home with her head 
and heart in a whirl of delight at the unex- 
pened rencontre she has had with her old friend 

larry Poynter. By the time she gets into her 
aunt’s presence she has forgotten all about Sir 
Bolingbroke Bray, and so she replies to Miss 
Bertram’s anxious inquiry, “ Well, have you 
seen him ?” with the words : 

“ Yes, aunt, and it has made me so happy ; 
he’s coming here to call to-morrow.” 

“It’s rather strange that he does not come 
to-day, I think,’’ Miss Bertram cries, embrac- 
ing Daisy rapturously ; “ my darling child, I 
am so pleased! The best match of the season ! 
Twenty thousand a year and a title! They 
will admit down at Burnsleigh that I have 
done well for my niece.” 

“Are you thinking of Sir Bolingbroke ?” 
Daisy stammers. 

“ Of course Iam; of whom else can I—or 
you—be thinking?” Miss Bertram almost 
screams. 

“I was thinking of my old friend, Harry 
Poynter,” Daisy says, blushing and laughing. 
“T told you when I first came up, if you 
remember, that the young Squire of Glen- 
holmie was coming back to live. Oh, didn’t I 
mention it? I’m surprised at that, for I was 
thinking about hima great deal. He gave me 
Tartar. Well, this morning I saw him in the 
Row, and, oh, Aunt Bertram, he has grown so 
handsome, and he looks so splendid and manly! 
He’s coming to-morrow to call on you——” 

“Have you seen Sir Bolingbroke?’ Miss 
Bertram interrupted, sternly. 

“ Yes.” 

Daisy feels that she is going to be sharply 





cross-examined, and nerves herself to the 
task of baffling her aunt’s curiosity and keep- 
ing her promise of “ not letting any one know ” 
that she has rejected the baronet. 

“You have seen him, and he has spoken to 
you? At least he went to the Row for that 
purpose this morning.”’ 

“Yes, he spoke to me,” Daisy says, inno- 
cently. 

“* And what have you said to him ?” 

“ Oh, a number of things! I was in such 
high spirits at having seen Harry that I talked 
more than usual, I think.” 

“ Do leave Harry, as you call him (I detest 
such familiarity between young men and 
women as.exists in the present day) out of 
the conversation, and tell me, without further 
frivolity, how you and Sir Bolingbroke stand 
with regard to each other.” 

“ Very pleasantly, I believe,” Daisy says, 
quietly. ‘He told me about Lord St. Briac 
and Miss Millard ; Lord St. Briac wants her 
money, Sir Bolingbroke says, and she wants 
the title. It’s to be arranged to-morrow at 
Lady Beauton’s dance. Are we going to it, 
aunt? Sir Bolingbroke asked me, and | 
couldn’t tell him.” 

“We are,” Miss Bertram says, curtly. Then 
she sits in silence for a few minutes, feeling 
puzzled and disappointed. Sir Bolingbroke has 
evidently, she thinks, either failed to find an 
opportunity of wooing Daisy this morning, or 
failed to use it. No girl could resist avowing 
that she had received such a brilliant offer, if 
the offer had been made ; at least ninety-nine 
girls out of a hundred could not refrain from 
uttering the vaunt. However, it is just possi- 
ble, she feels, that Daisy may be the exception- 
al hundredth. She makes one more effort to 
discover exactly how things are. 

“And that was all he said? 
nothing more to tell me ?”’ 

“ Well, aunt, to tell the truth, I can’t remem- 
ber a'l he said. He spoke about St. Briac and 
Miss Millard—that I’ve told you; and we 
talked of Tartar ; and he said how splendidly 
the Knave trotted. And so he does, Aunt Ber- 
tram: there isn’t another horse that comes 
near him as to pace or style of going.” 

“Wasted his time talking about Tartar and 
the Knave, the great goose!” Miss Bertram 
thinks, angrily, but she says aloud : 

“ Yes, Sir Bolingbroke is a good judge of 
horses, as he is of most things. The woman 
who is fortunate enough to win him will be 
the mistress of the best-appointed establish- 
ment in London ;” and, after saying this, Miss 
Bertram does allow Sir Bolingbroke to drop 
out of the conversation. 


(To be continued.) 


You have 








THE GREAT CINCINNATI EXPOSITION. 


N Wednesday, the 10th inst., the permanent Ex- 
position Buildings at Cincinnati, the finest in 
America, and representing a value of one million 
dollars, were dedicated to the citizens of that city, 
and at the same time opened to the public for the 
seventh and by far the most complete and magpnifi- 
cent of the series of Expositions which have made 
that city famous, The illustration which appears on 
page 41 gives some idea of the general shape 
and outline of the buildings, but can afford no just 
conception of their great proportions and archi- 
tectural beauty. They together make the chief 
edifice of a city of iarge and handsome buildings. 

It is not too much to say that the Exposition thus 
opened will be the grandest ever held in the West, 
The preparations for it have been, very elaborate 
and comprehensive. The whole continent hag been 
explored for attractions in the laudable effort to 
make this a complete and well-arranged exhibition 
of the present status of American agriculture, manu- 
facture, art, floriculture and natural history. Each 
of these general departments will be so éiaborately 
treated that, while in any ordinary Exposition in the 
West it would be the conspicuous teature, in this 
Exposition the merits of the other departments will 
forbid pre-eminence to any. Cincinnati was the first 
city in the United States to make a public exhibition 
of a collection of machinery in motion, and this has 
always been a great attraction in her Exposi- 
tions. This department, in the present display, 
will be more complete and interesting than ever 
before. It includes, in addition to machinery hereto- 
fore exhibited, a very perfect set of cotton-working 
machinery ; an electric machine for the production 
ot the electric light; a machine making envelopes 
by the hundred thousand ; printing machines of the 
latest types and in great variety ; the whole process 
of lithographing will be practically shown ; a very 
complete set ot fluuring machinery is exhibited 
in operation ; the latest and most improved ideas of 
farm-engines aud pumps will be exemplified, not 
to mention nail machines, etc., etc,, to the extreme 
— of the space and accommodations of Power 


Floral Hall, with its crystal roof, falling water, 
lake, grottoes and rare and costly plants and 
flowers, all lichted at night by electricity, presents a 
scene of beauty delightiul to contemplate and piea- 
santtoremember. The exhilits of rare exotics, 
ferns and other amia will be very large. 

The student of natural history will find, in the 
rooms devoted to that exhibit, a very complete ex- 
position of the fauna ot the United States, culled 
from many of the largest private co'lections; and 
if he should be desirous of supplementing his ana- 
tomical study by a view of living forms, the Zoolo- 
gical Garden invites him to its leafy retreat. 

The spacious firepr:of rooms devuted to art 
afford every security to the costly paintings and en- 
gravings which have becn solicited to grace their 
walls, and consequently no difficulty has been found 
in securing the most treasured works of art from 
private galleries throughout the United States. As 
a result, this department will outdo any of its 
previous achievements. 

The grand organ, the largest in America, built by 
E, & G.G. Hook & Hastings, of Boston, Maas., will 
be played tour days in every week during the Exposi- 
tion, which will continue until (ctober llth. The 
celebrated Theodore Thomas Orchestra will give 
concerts ; Currier’s Band hus also been engaged 
during the whole Exposition ; and, in fact, Cincin- 
nati seems to have laid every attraction she 
| easy under contribution to instruct and de- 
ight her guests. At the time the last Exposition 
was held, in 1875, Cincinnati had only one hilltop 
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resort—the Lookout House. Since that time the 
Bellevue, Highland House and Pricer Hill Pavilion 
have been built, and, with their entertainments and 
attractions, are well worth an evening visit. 








MANUFACTURE OF STOVES. 
THE ‘“*FAVORITE’’ FOUNDRY IN CINCINNATI. 


S a matter of interest to the public we illus- 
fA trate on page 44 a portion of the immense 
stove foundry of W. C. Davis & Co., located 
on Third Street,from John to Smith Streets, in 
Cincinnati. Our space is too limited to convey a 
correct impression of the extent of this mammoth 
establishment, but some idea of the process of 
manufacturing stoves can be gained from the illus- 
trations we present. The buildings occupy the en- 
tire square from John to Smith Sireets, and a 
portion of the square east of John Street, their 
warehouses being located on the square between 
Central Avenue and John Street. er wor oad 
about four handred men. The principal molding 
floor occupies one and one-quarter acres, the main 
building being 50x150 feet, the storage building 
50x100 feet, the sample room 50x125 feet, with two 
mounting rooms 100x170. The main building and 
storage rooms are each five stories high. They 
finish, complete for shipping, about one hundred and 
twenty-five of the celebrated “ Favorite’ cooking 
stoves per day. In addition to this they turn out 
daily a large number of heating stoves, and tons of 
hollow-ware. 

‘Their great specialty is their immense line of 
‘« Favorite ’ cooking stoves—for wood only, or for 
coal and wood. These peed are said to have 
gained a reputation never before attained by goods 
of this character, and must possess great merit to 
have reached the immense sale they now have. 
Each department of this large establishment is 
under the supervision of an experienced person, and 
great care is used in the inspection of the goods 
trom the time they leave the hands of the molder 
until they reach the final finish in the completed 
stove. Only the best material that can be obtained 
is used, and the most skillful workmen employed to 
produce what is claimed to be the largest, best 
tinished and most complete line of stoves in the 
world. The melting capacity of their two cupolas 
is about seven thousand tons per annum. Their 
goods reach almost every State in the Wnion, and 
several foreign countries—the ‘‘ Favorite” being 
made in such variety as to meet the demands of 
all classes and nations—and, by means of judicious 
advertising, the fame of the * Favorite’? cooking 
stoves has been carried to nearly every portion of 
the giobe that is reached by American newspapers 
and periodicals. 

In our page of illastrations, No. 1 represents a 
workman engaged in making wooden patterns; 
No. 2 is the salesroom of the company; No. 3 
shows the men “catching ’’ iron in the cupola; 
No. 4 is the apartment where the castings are 
cleaned; No. 5 is a general view of the molding 
room; No. 6 shows the manner of “ feeding ”’ the 
cupola; No.7 is @ scene in the polishing room ; 
No. 8 shows the silting, hammering, cleaning, 
touching up, dusting and pouring of the iron into 
the mold; and No. 9 is the filing room, 








MEMPHIS UNDER QUARANTINE RULE. 


HE situation of affairs in plague-stricken Mem- 
phis cannot be said to improve. While the 
yellow-fever continues its ravages with but little 
abatement, thieves and incendiaries embrace every 
opportunity to plunder and destroy. Companies of 
military and mounted patrols of citizens do duty 
day and night in protecting property and arresting 
suspicious persons. It is a curious anomaly that 
all the baser persons of the baser sort of people 
come to the surface in the presence of the worst 
and most hideous forms of pestilence and plague. 
A correspondent pictures the situation as follows: 
** Business has almost ceased except for the neces- 
saries of life; doctors, nurses, lounging negroes, 
Howard visitors, members of relief-organizations, 
State troops, go firemen and newspaper re- 
porters are all the people you see on the street. 
Occasionally some woman or child comes along 
to remind us of the past, but even that woman or 
child is acclimated.” 

A physician of the city who has been conspicucus 
in fighting the pestilence, describes the city as 
practically cut off from «he world. There are no 
trains running iuto of out of the town, and nobody 
leaves the place without the authorities knowing it. 
No steamboats land there at all. The supplies are 
all brought down on barges, which are dropped by 
steamboats a couple of miles above the city, and 
allowed to float down. When they arrive at the 
city, men in skiffs or tugs secure them and bring 
them to the landing, as shown in our illustration. 
It there is any fever carried abroad it is done by 
some daring peddler who runs his wagon of supplies 
into the town on @ venture, selis out, and then gets 
away as speedily as possible. 

Tue Memphis Committee of Safety, under the 
chairmanship of Dr. D. T. Porter, have established 
camps on the Raleigh dirt road, and on the Missis- 
sippi and Tennessee Railroad ; besides which there 
are Camps Marks, Father Matthew, Benjes, Burke, 
Langstaff, Teutonia, and one on the bluffs for the 
soldiers engaged in patrol duty, and their families. 
On eaten 2d the National Board of Health ap- 
proved of the site submitted by Mr. Johnson, Super- 
intendent of Quarantine, for the establishment of a 
quarantine picket, encircling the entire city and 
suburbs. Fifty mounted policemen were assigned 
to patrol duty at once to enforce this new regula- 
tion. Ingress and egress to and from the infected 
regions will be practically cut off, save in excep- 
tional cases, where passes will be required certity- 
ing the bearer has had the fever. "This is the only 
practical measure set on foot to prevent the intro- 
duction of the plague to the surrounding hamlets 
and villages, now tree from infection. By this means 
the conveyance of all baggage, plunder, bedding, 
goods and wares, in which infection may be se- 
creted, will be effectually checked. Heavy penal- 
ties will be attach to all willful infractions of the 
rules. No effort will be spared to institute effectual 
quarantine. 

Quarantine regulations are also enforced at the 
transfer stations pons the line of the Louisville and 
Nashville and the Memphis and Charleston Rail- 
roads. The fever has broken out at Buntyn’s Sta- 
tion, six miles east of Memphis, in the district of Dr. 
Huber Jones, a Howard physician. Under the 
direction of the National and State Boards of 
Health the city is undergoing a thorough system of 
disinfection. Every house where the fever has de- 
veloped and a death occurred is being fumigated 
and cleansed. All privy-vaults are Soins disin- 
fected and covered with lime, preparatory to being 
emptied and filled with earth as soon as cold 
weather sets in. Sixty men and twelve teams are 
enzaged in the work. ‘The force use daily near 
200 barrels of lime and 5,000 gallons of solution of 


copperas. All nurses seut out by the Howards are 
furnished with a package of copperas and sulphate 
of zinc. The copperas is used for disinfecting the 
discharges of patients. When a death occurs the 
corpse is washed with sulphate of zinc, then 
ae pe in a sheet wet with the same solution and 
buried at once. 

The funds of the Howard Association are at last 
exhausted, and on September Ist, President Lang- 
staf left for the principal cities of the West, North 
and East, to consult with the parties who last year 
so nobly aided in soliciting contributions for the re- 
liet of the sufferers from yellow fever. 

No religious services are held in the churches, 
the authorities deeming a collection of people un- 
favorable, and about the only events of a pleasant 
character are the occasional dress-parades of the 
soldiers on the bluffs. 

Father Walsh, who organized and superintended 
the Father Mathew camp last year, and took care 
of the sick and destitute of every class and denom- 
ination, is at his grand work again, and, we regret 
to learn, is sorely pressed for funds, having ex- 
hausted 2il his private means, aud being without 
material outside help. 

Nineteen new cases and thirteen deaths were re- 
ported on September 4th. On the same day the 
rules and regulations governing pickets and patrols 
on duty in the suburbs were promulgated. The 
most important of the rules provides that neither 
lint-cotton nor seed-cotton will be allowed to entér 
Memphis during the epidemic. A petition, signed 
by every merchant in the city, protesting against 
the enforcement of this rule, has been presented to 
Buperttontons of Quarantine Johnson. 

ay Gould telegraphed the following from New 
York on the 5th: 


To W. J. Smith, Acting President Howard Associati 
Memphis, Tenn. -” 


_I send you by telegraph $5,000 to aid the Howard Asso- 
ciation, I am certain the generous people throughout 
the country will contribute liberally to aid your stricken 
city. Atany rate keep on at your noble work till I tell 
you to stop, and I will foot the bill. What are your daily 
expenses? Answer, Jay GouLp, 


The money was forwarded through the Bank of 
New York, which will forward money iree of charge 
for all persons desiring to make cvntributions. 
During the afternoon Mr. Gould received the tollow- 


ing reply: 
Mempuis, September 5th. 
Jay Gould, Esq., New York City: 

Your handsome donation ot $5,000 to the Howard Asso- 
ciation of Memphis, to be used in relieving the sick 
under our care, is most gratefully acknowledged. The 
grand sentiment you express to continue our noble work, 
and, in the event that our appeal to the generous people 
throughout the Union is not heeded, that you would foot 
the bill, has nerved us all and strengthened our faith in 
the cause we are now engaged in, Such liberality as you 
have shown will, we have no douUt, find a responsive echo 


SCIENTIFIC INTELLIGENCE. 


Cost of Rare "Metals.—Dr. Theodore Schuchardt, of 
Goerlitz, Saxony , prepares all of the rare metals to com- 
plete chemical collections. The following are the quo- 
tations for some o/ them, showing that they are much 
dearer than gold: Cerium, $5 per gramme; lanthanum, 
$10 per gramme; didymium, $7.50 per gramme, These 
are obtained in globules by electrolysis, Thorium, in 
powder, is $9 per gramme. 


B le and Benzine.—These names have generally 
been regarded as synonymous, but certain pharmaceuti- 
cal works now apply the name benzine to a light pe- 
troleum derivative, while benzole refers to a product of 
the distillation of coal. The two are very different in 
their chemical properties, No aniline can be made 
from benzine. True benzole is soluble in half to three- 
quarters its weight of alcohol, while the petroleum spirit 
requires six times its weight. 





Magnesium Chloride for Gas-meters.— According to 
Dr. F. Brockhoff, a solution of magnesium chloride is 
found preferable to water for filling gas-meters. There 
is no appreciable loss by evaporation, freezing is prac- 
tically impossible, and the gas is ireed from ammonia. 
At the Glassturth mines, in Germany, enormous quanti- 
ties of this salt are thrown away, and it may therefore 
be available for the purpose suggested, In the United 
States glycerine and water, as recommended by Protes- 
sor Wurtz, would be preferable, 


A New Tanning Process.—Professor Knapp, of Bruns- 
wick, Germany, has finally succeeded in tanning leather 
by means of minerals, saits and acids, thus dispensing 
with the usual extracts of tan bark, galls, etc. The de- 
tails of the method are not yet published, but there ap- 
pears to be no doubt of the success of the experiment. 
The leather is said to be quite as good as that prepared 
in the old-fashioned way—the time required is very 
short and the cost of chemicals trifling. If all this be 
true, it will produce a revolution io an important branch 
of industry. 


The Electric Light in Surgery. —Dr. Nitze, of Saxony, 
proposes to employ the electric light for the illumination 
of the interior of the body in surgical operations. The 
method employed is the incandescence of platinum, the 
same as has been adopted by Edison; and to protect the 
parts from the enormous heat there is an arrangeracnt 
jor passing a current of cold water through the brass 
handles. The instrument is called the Cystoscope, and 
consists of a long thin tube, on one end of which an opti- 
cal apparatus can be screwed; at the other end are 
openings in which the platinum wire is inserted. Dr. 
Nitze hopes to be able to light up the interior of the 
stomach of a living patient by means of this ingenious 
contrivance. 

The Adirondack Surveying Party, cousisting of ten 


persons, bas made a start from Potsdam as the point of 
beginning. Dr. C. H F. Peters, of Hamilton College, has 





in the breasts of the charitable of the nation. Our ex- 
penses now aggregate $1,000 per day, and should the 
fever continue to spread, the expenses must necessarily 
increase, W. J. Smita, 
Acting President Howard Association, 


Our front-page illustration represents a Sister of 
Charity on her errand of mercy—a scene from real 
lite. The room is miserable, squalid, plague- 
stricken. It is divested ot every superfluous 
article of furniture, all of which has gone to pro- 
cure medicine and nourishment for the unfortunate 
man who now lies in the last dread pangs of the 
ghastly yellow fever. The terrible shadow of a 
terrible death is in that apartment. The wile now 
fears tor her child, her famine-stricken child, who, 
already in the nausea of sickness, has ceased to 
clamor for food. Her husband dying, her child 
stricken—what @ picture of utter desolation, of 
utter despair! A timid knock comes to the door; 
it remains unheeded. A second knock, and the 
crushed woman drags her tottering limbs to the 
portal. A ray of God’s sunlight leaps into the 
room. In the doorway stands the messenger of 
consolation, the gentle messenger who will pour oil 
upon the bleeding wounds, and who will repeat 
the great grand lesson of the Good Samaritan. 








Children’s Games—How they Travel from 
Land to Land. 
TRAVELERS, observing the likeness of children’s 
games in Europe and Asia, have sometimes ex- 
plained it in this wise: That the human mind being 
alike everywhere, the same games are naturally 
found in different lands, children taking to hookey, 
tops, stilts, kites, and so on, each at its proper 
season. Rut if so, why is it that in outlying bar- 
barous countries one scarcely finds a game without 
finding also that there is @ civilized nation within 
reach from whom it may have been learned? And 
what is more, how is it that European children 
knew nothing till a few centuries ago of some of 
their now most popular sports? For instance, they 
had no battledoor and shuttlecock and never flew 
kites till these games came across from Asia, when 
they took root at once and became naturalized over 
Europe. The origin of kite-flying seems to lie 
somewhere in Southeast Asia, where it 1s a sport 
even of grown-up men, who fight their kites by 
making them cut one another’s strings, and fly 
birds and monsters of the most fantastic shapes 
and colors, especially in China, where old gentle- 
men may be seen taking their evening stroll, kite- 
string in hand, as though they were leading pet 
dogs. The European boy’s kite appears thus an in- 
s:ance not of spontaneous play instinct, but of the 
migration of an artificial game from a distant cen- 
tre. Nor is this all it proves in the history of civil- 
ization. Within a century, Eur ns, b ing ac- 
uainted with the South Sea Islanders, found them 
own to New Zealand adepts at flying kites, which 
they made of leaves or bark cloth, and called manu, 
or “bird,” flying them in solemn form with ac- 
companiment of traditional chants. It looks as 
though the toy reached Polynesia through the 
Malay region, thus belonging to that drift of Asiatic 
culture which is evident in many other points of 
South Sea Island life. The geography of another 
of our childish diversions may be noticed as match- 
ing with this. Mr. Wallace relates that, being one 
day in a Dayak house in Borneo, he thought to 
amuse the lads by taking a piece of string to show 
them “ cai’s cradle,’’ bat to bis surprise he found 
that they knew more about it than he did, going off 
into figures that quite puzzled him. Other Poly- 
nesians are skilled in this nursery art, especially the 
natives of New Zealand, who call it maui, from the 
namé ot their national hero, by whom, according to 
their tradition, it wasinvented. Its various patterns 
represent canoes, houses, people, and even episodes 
in Maui’s life, such as bis fishing up New Zealand 
from the bottom of the sea, in tact, they have 
their pictorial history in ‘‘ cat’s cradle,’’ and what- 
ever their traditions may be worth, they stand good 
that the game was of the time of their forefathers, 
not a a ra up from the Europeans. In the 
Sandwich Islands and New Zealand it is on record 
that the natives were found playing a game of 








drafts which was not the European game. 


tely established the latitude and longitude of Pots- 
dam, and the longitudinal meridian thus obtained will 
be used as a base line {rom which all calculations will 
be made, The survey will include the whole Adirondack 
region, locating its rivers, lakes, etc., of which a map is 
to be made. Other parts of the State have been carefully 
surveyed by Dr. Gardner, and maps have been prepared 
in accordance. The triangulations are connected with 
the base lines established by the officers of the Coast 
Survey, and the position of every township will thus be 
accurately known, 


M. Chevreul, now in his ninety-third year, began his 
usual course of lectures on organic chemistry at the Mu- 
seum of Natural History, in Paris, on June 10th. Not- 
withstanding his advanced age, he is most conscientious 
in the performance of all his duties, and will lecture if a 
single person is in attendance. A good story is told 
apropos of this quality. He recently found a single au- 
ditor, but, nothing daunted, expatiated for an hour upon 
an abstruse point in organic analys's. At the close of 
his lecture he noticed that bis hearer did not move, so 
he announced that the Jecture was finished and that the 
gentleman could leave, whereupon the man spoke up 
and said: ‘‘I beg your pardon; I am the cabman who 
brought you, and I was to wait to take you home,” 


Mr. Donald Mackenzie and M. Roudaire have pro- 
p ded sch for flooding the Sabara and creating an 
artificial inland sea in the interior of Africa’ What is 
known as the Basin of El Joof is a great depression, 200 
feet below the ocean level, in the western portion of the 
Desert of Sahara, covering an area of 60,000 square 
miles. Mr. Mackenzie, alter several explorations, af- 
firms unequivocally that all that would be required to 
convert the arid basin of El Joof into a vast sea would 
be to pierce a sandbar 300 yards in length and a little 
over 30 feet deep. He claims that when communica- 
tion was once established the waters of the ocean would 
pour into the depressed basin and scour out the channel 
for itself, By means of such a sea the whole of North 
Central Africa would be brought within easy reach of the 
harbors of Europe. 


Vivisection.—The sincerity of the opposition to vivi- 
section now 80 rampant in England bas been put toa 
severe test by the discovery that the construction of 
the Act of Parliament just passed ‘‘was so awkward 
that it forbade field sports as well as vivisection.”’ It 
may be the height of cruelty to experiment upon dogs, 
hares, doves and frogs previously rendered insensible by 
chloroform, but to set dogs at wild boars to be gored to 
death, or to chase a poor hare all day across the flelds, 
knocking up horses and worrying the keepers, is a re- 
fined and gentlemanly proceeding, which ought not to 
be interfered with by Act of Parliament. Nobody 
justifies unnecessary cruelty to animals even in the 
study of how to save men’s lives, but as opposed to 
hunting for pleasure the surgeons think they have the 
best of the argument, 


Explosion of Finely Divided Starch.—To prevent the 
adhesion of candy to the molds while in the process of 
drying, the cavities are brushed over with powdered 
starch. The molds are then put into rooms heated by 
red hot stoves to a temperature varying from 140 degrees 
to 180 degrees Fahrenheit. No gas jet or naked flame is 
on any account permitted in the drying-room, and all 
currents of air are carefully avoided. Notwithstanding 
all of these precautions accidents will happen, as was 
illustrated on August 6th, at a candy factory in Elm 
Street, New York. One of the men slipped from a ladder 
to the floor, thus raising a cloud of starch dust, and 
immediately there was an explosion which shook the 
entire butiding and severely injured several workmen. 
It is evident that a red-hot furnace is not the proper 
drying oven for such a locality. 


Breathing Laughing Gas under Pressure.—Mr. Paul 
Bert, the eminent successor of Claude Bernard, has 
made a successiul experiment in the application of the 
protoxide of nitrogen by means of an air pump. He 
mixes in a rubber bag eighty-five per cent. protoxide 
and filteen per cent. oxygen. Inhaled at the ordinary 
pressure this mixture produces no effect; but if breathed 
in the bell of an air pump at the moment when the 
pressure has been raised a quarter of an atmosphere in- 
sensibility supervenes with extreme rapidity, and as the 
lungs find in the artificial atmosphere sufficient oxygen 
for blood-making, the respiration goes on normally. As 
soon as the mask is taken off sensibility reappears, aud 
as soon as it is reapplied the patient becomes insensible, 
This discovery, it is believed, will have important ap- 
plication in surgery. The protoxide as applied by 
dentists at ordinary pressure has a tension of one hun- 








dred and its influence lasts only a short time. 





PERSONAL GOSSIP. 


Proressor CHaries Purvis has resigned thé 
Chair of Mathematics in the University of Nortb Carolina 
because of ill-health, 

Lrevt.-Gen. VaLentine Baker Pasua is likely 
to be nominated by the Ottoman Government to an ims 
portant civil and military position in Kurdistan. 


Proressor Joun Tyter, a son of William S. 
Tyler, D.D., of Amherst, bas just returned from a three 
years’ course of study in Germany to accept the Proies- 
sorship ot Biology in Amherst College, 


Amone the deaths of last week was that of Mr. 
William Jay Barker, of this city, aged 56 years, Mr. 
Barker was a man of marked integrity and uprightness 
of character, and enjoyed in the fullest sense the confi- 
dence of all who koew him 


Tue State Department has notified Judge Hil- 
ton that the Republic of Liberia has appointed him 
Consul for Liberia at New York. Judge Hilton, while 
appreciating the honor, bas declined to accept, as busi- 
ness will not permit bim to perform the duties, 


Tue new bishop of Jamaica is Right Rev. Wil- 
liam George Tozer, D. D., who was graduated at St. John s 
College, Oxford, in 1851, was consecrated in 1863 as a 
missionary bishop, and after working for ten years on the 
east coast of Airica, resigned on account of ill-health, 


Juper J. L. Rice, of Keokuk, Iowa, who died 
last week, bequeathed $10,000 to the Library Associa- 
tion of that city for the erection of a building, $5,000 to 
Williams College of Massachusetts, and $1,000 to St 
John’s Episcopal Church of Keokuk. 


Dr. Rosa Wett, a young Viennese lady, has 
shown herself to be so learned and practical that she has 
been appointed by her university—thbat of Bern—assist. 
ant lecturer to Professor Pfliger in the branch of 
ophthalmology, in which she bas made very advance 
studies, 

Tue ex-Empress Eugénie has just purchased of 
Baron Sessler-Herzinger the Castle of Wasserburg, Upper 
Styria. The front contains 122 windows, and the build. 
ing is over 400 years old, She will have the ex-Khedive 
of Egypt as a neighbor, if he succeeds in buying of 
Moritz Von Bartmano his Castle of Prank, 


THERE are eighty colporteurs in connection 
with Mr. Spargeon’s church in London. They visit 
every month about 75,000 families. During the past 
year 162,000 tracts were distributed gratuitously, and 
over $41,000 was realized from the sales of 927,000 
separate publications, The total number of visits during 
the year was 926,290. 


Mr. Ko-Kun-Huwa, the new Chinese Professor 
at Harvard, isa slender, richly-dressed man ol forty. He 
is now established at Cambridge with his wile and six 
children. He is engaged to teach Mandarin Chinese for 
three years at $200 a month, It will be taught simply 
for commercial purposes to those young business men 
intending to go to the East. 


Ranavatona, Queen of Madagascar, has issued 
a proclamation to her subjects commanding them to 
send their children to school, saying that it makes her 
glad to see her subjects wise. She adds: ‘* And so be 
all of you diligent, for although you do not now know 
the sweetness of knowledge and wisdom, you will dis- 
cover it when they become yours.”’ 


Tue question as to the appointment of a bishop 
to the vacant See of Amiens, which caused considerable 
discussion between the Vatican and the French Govern- 
ment, bas been settled by the Vatican’s consenting to 
the appointment of M. Guilbert, at present Bishop of 
Gap, who recently caused a sensation by declaring that 
the Church and the Republic could live on good terms 
with each otber. He will be succeeded at Gap by M. 
Roche, another Liberal. 


Tue marriage of Carlotta Patti and Ernest de 
Munck was d on Wednesday, September 3d, at 
the Mairie du Neuviéme arrondissement and at Trinity 
Church, Paris. The witnesses for Mlle. Patti were the 
Marquis de Caux (Adelina Patti’s late husband) and 
Signor Gardoni; for M. de Munck the witnesses were 
M. Chizzola and M. Bourdillon. Only a few relatives and 
personal friends were present. After the ceremony a 
splendid luncheon was served at the bride’s house. 


Tue extent and character of the work done b 
Mr. Plimsoll, ‘‘ the sailors’ friend,” is sufficiently indi- 
cated by the reports for the first bali of this year, during 
which period 427 vessels were detained as unsafe under 
the provisions of the Merchant Shipping Act. Of 331 
alleged to be unseaworthy by reason of defects in hull, 
equipment or machinery, only five proved on survey to 
have been improperly detained; in thirty-nine cases the 
sailors themselves entered complaint. Every one of the 
ninety-six vessels complained of as overloaded or im- 
properly loaded was pronounced unsafe on exam‘nation; 
only one of these was reported by the crew. 


Two well-known African travelers will again 
start for the dark continent during the Autumn. Dr, 
W. Junker will visit the Egyptian Soudan, while Dr. 
Oscar Lenz, the eminent Ogowe traveler, will go to 
Morocco, by order of the German African Society. This 
society is making arrangements to establish in Morocco 
a school for African travelers, as it were; the country, 
although comparatively near, being yet very scantily in- 
vestigated. Moreover, the young travelers will there 
get thoroughly accustomed to Mobammedan life, and the 
society will thus acquire well-trained representatives to 
be sent afterwards to various paris of Centra! Alrica, 


Wuewn Mr. Moody laid the corner-stone of his 
proposed school for girls at Northfield the other day, be 
placed in the copper box some fine, soft specimens of 
flax and wool carded and spun in 1820 by bis mother, 
who sat near him, white-haired and happy. Among the 
other things contributed to the box was a volume of his 
sermons, presented ‘‘ by Ambrose Moody.” ‘* No, no,’’ 
cried Mr. Moody, blushing and reaching for the book, 
but it vanished in the box, and he cast a reproachtul 
look at his tall nephew, who stood laughing beside him. 
The trowel which Mr. Moody used was one which, he 
said with some emotion, had long been employed by his 
father, a stone-mason, in earning his bread and that of 
his children. 

Mr. Witt1aM Futzerton, Jr., the son of ex- 
Judge Fullerton, bas not chosen to follow his father’s 
profession, but has, instead, turned his attention to one 
more congenial to bis tazte—music, Sir William Black- 
stone, the old law commentator, said that he who fol- 
lowed the law could not follow the Muses; and he 
himself, when he began the practice of law, wrote a 
poem entitled *‘ Farewell to the Muse,” and beginning, 
‘* Shakespeare, no more thy sylvan son.” Mr. Fuller- 
ton, Jr., spent some years in Europe, where he bad the 
opportunity to listen to the best music properly per- 
formed, and wrote graceful letters on musical topics to 
the Home Journal. He has now come before the public 
as a composer of a song entitled ‘‘ Adieu, Suzon, ma 
Rose Blonde,” the words being written by Alped de 
Munct, with an English adaptation by Mrs. S. H. Part- 
ridge, The music is graceful and delicate, and written 
with much abiiity. The composer has not traveled in 
the beaten track, and has not only conceived a pretty 
melody, but filled it with an accompaniment which 
shows consilerable knowledge of harmony and sequence, 
The song as a whole is an exceeding!y creditable effort, 
and worthy a place in the repertoire of every singer, 
The compass of the sung is from E to G, 
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HEADQUARTERS OF THE BOARD OF HEALTH—DISINFECTING-WAGONS ABOUT TO START ON THEIR ROUNDS. 


METHOD OF BRINGING FOOD INTO THE CITY. 


TENNESSEE.—MEMPHIS UNDER QUARANTINE RULE—SCENES IN THE PLAGUE-STRICKEN CITY.~F om Sxetcues py Moise.—See Pace 43. 
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THE THEATRICAL SEASON. 


“T OW charming!” “ How superb!” “‘ What a 

coup d’q@il !"" were the exclamations that in- 
voluntarily escaped the lips of the hundreds of 
spectators who assembled to witness the produc- 
tion of ‘‘ Rescued ’’ at Booth’s Theatre on Monday 
night of last week. Mr. Boucicault has wielded a 
magic wand. He has transformed by a single touch 
the gloomy and overiaden interior of this theatre 
into a very dazzle of bright and harmonious tints, 
into a hall as light, as glowing and as ful! of color 
as that of the Abencerrages. The ensemble is all 
satisfying, from the time-honored green baize cur- 
tain, upon which the eye loveth to refresh itself, to 
the beaded lights; from the velvet carpet to the gay 
livery of the lackeys; from the half-concealed or- 
chestra, discoursing soft and dreamy music, to the 
gorgeous proscenium boxes. Everything seems in 
unison, and, despite the vigorous efforts of the gild- 
ing to establish a glittering pre-eminence, the whites 
and the scarlets muster sufficiently strong to keep 
his Golden Mightiness within average bounds. What 
a luxury are these proscenium chairs — roomy, ca- 
ressing, reminding menkind of the Club, the fairer 
sex of the boudoiretie. Fans, too, are on “ hand,” 
while soda water flows gratis uponthe lobbies. Mr 
Boucicault has rendered Booth’s 9 thing of beauty 
The entourages are so seductive that the crankiest 
of husbands or the most selfish of fathers dare 
not complain of the exchange trom dining-room or 
study, while the auditorium is so admirably lighted 
that the ladies’ dresses can be microscopically 
criticised by the captious ones of their own sex. 
* Rescued ”’ is a pronounced succeas. The acting 
is superb, especially that of Mr. Clayton and of Miss 
Coghlan, the mise en scéne is worthy of Boucicault, 
and the piece is put on the stage in a manner that 
reflects credit all round. 


Max Strakosh’s menu is a superb one, and the 
lovers of Italian opera may salely anticipate a 
series of banquets. Report speaks enthusiastically 
of Madame Stringer, a new prima, as well as of 
Mademoiselle Sto!z; while dhe vocal sensation will 
be Mademoiselle Bianca La Blanche, sister of no 
less a personage than Miss Fanny Davenport. Mr. 
Strakosh promises to do ‘ Traviata,” ‘‘ Barbiere,’’ 
*+Faust,” ‘*Carmen,” “Rigoletto,” ‘ Favorita,” 
* Puritani,” ‘* Lucia,”’ “ Sonnambula,”’ ‘* Mignon,”’ 
** Don Giovanni,’”’ ‘‘ Matrimonio Segreto,”’ ‘* Flauto 
Magico,” * Aida,’’ ** Ballo in Maschera,’’ ‘* Trova- 
tore,” ‘*Norma,” “ Lucrezia,’”’ ‘‘ Ugonotti,” “ Di- 
norah,’”’ “ Roberto,’’ ‘‘ Lohengrin,” ‘ Guglielmo 
Tell,” “Fra Diavolo,” ‘ Figlia del Reggimento,” 
‘‘Don Pasquale,” ** Cenerentola,” ‘‘ Freischiitz,” 
* Fidelio,” * Ernani,’’ “* Nozze di Figaro,” “ Mefis- 
tofele,’’** Marta,’’** Mo-e in Egitto,’’ and “ Otelio.” 


At the Grand Opera House that most excellent 
of prima donnas and most charming of little ladies, 
Miss Emma Abbott, has produced the opera ot 
‘* Paul and Virginia.’’ The pure and pathetic story 
is wedded to music worthy of the theme, and in the 
hands of “ honest little Emma” the tender Virginia 
has found a true, a sympathetic, and a captivating 
exponent. With such artists as Mr. and Mrs. 
Seguin, ef id genus omne, and in such manage- 
ment as Mr. Morrissey’s, this distinguished troupe 
will render English opera all that the tastes of 
the most fastidious may yearn for. 


Aimée is delighting cosmopolitan audiences at 
the Filth Avenue. Her chic, her delicious daring 
and her melodious warbling form a very fascinating 
ensemble. Her répertoire is as varied and exten. 
sive as ever, and those to whom boufle at its best 
is productive of pleasure should go see and hear 
this piquante little lady. 


** Brother Sam” gives Mr. Sothern a rdle in which 
he fairly revels, and the habitués of the Park Thea. 
tre well know how to appreciate the vagaries of 
the ever popular “Ned” 8S. That overflowing 
houses testify to this goes without saying. 


At the Standard, Bandmann appears as Narcisse. 
Madison Square Garden is giving a very realistic 
performance of ‘‘ Pinafore’; while at the Olympic 
Miss Jennie Yeamans and J. S. Siemens appear in 
‘* Mitt.” 

John T. Raymond’s Jchabod Crane is drawing 
large houses at Wallack’s, as it is bound to do, for 
it is a masterly conception, and one that requires 
the most delicate and dexterous handling. 


Nib!o's is enchanting vast audiences wi h ‘‘ En- 
chantment,” which as a spectacular display is put 
on the stage worthy of the Chatelet st Paris. 








FUN. 


Is A man with a wooden Ieg club-footed ? 
It’s a long worn dress that has no turning. 
ONE of the oldesttruths nowadays is Sojourner. 


DoEs the maternal codfish call its young with a 
codfish baw! ? 


IF blood will tell, a musquito should be confessing 
nearly all the time, 


JUDGING from the smell of the average church- 
goer, patchouli, musk, jockey club, frangipanni, 
etc., bave taken the place of burnt incense of former 
times. 

ONE man asked another why his beard was so 
brown and his hair so white. ‘‘ Because,’’ he re- 
plied, “‘one is twenty years younger than tho 
other.” 

THE maddest man in seven counties is the 
farmer who worked like a hero to save a drowning 
man, only to find that he had resc.ed a lightning- 
roJj agent. id 

“TO THE poor, all things are poor,” said the 
grocer, as he weighed out a half-pound of his most 
robust butter for a ragged little fellow with a ten- 
cent piece 

A Boy will fight like fury for his place at the first 
table, but when it comes to turning the grind- 
stone after dinner he's harder to find than five aces 
in a pack of cards. 

A MASSACHUSETTS lady is reported to have scolded 
her little boy for taking a drink of water at a hotel, 
“For,” said she, ‘we pay a dollar for our dinner, 
and water is very filling.”’ 


REFLECTIONS of a practical man—“ We are going 
to have a bad year. I must undergo some hard- 
ships and make some sacrifices. First, I will lower 
my servants’ wages. Second, I will give no more 


tips to the waiters at my club. Third, I will got; 


| 


invited out to dinner as often as possible.’ 





A WELL-KNOWN AMERICAN AUTHOR. 


ReFeRRine to his own complete restoration to 
health through the use of CompounD OXYGEN, after 
many years of invalidism and exhaustion from over- 
work, I. 8. Arthur, the well-known American au- 
thor, says in his Hume Magazine, under date otf 
February, 1878: ‘ Drs. Starkey and Palen are phy- 
sicians in regular standing, of high personal char- 
acter, and above the suspicion of quackery or 
pretense. A new curative agent has come into 
their possession, and their administration of it, so 
far, has resulted in restoring to health many who 
had regarded their ailments as incurable, and in 
giving back a good measure of health to a large 
number of invalids who had vainly sought for help 
through other means of cure.” The testimony of 
others as well known to the public will be found in 
our “ Treatise on the Nature, Action, and Results 
ot Compound Oxygen.” It is maited tree. Address 
Drs. Srarkey & Paven, 1112 Girard Street, Phila- 
delphia, Pa. 





Tuer Charleston and Savannah papers reach us 
with the usual yearly statement of the business con- 
dition of those cities. The tacts and figares fur- 
nished in long array leave no doubt that these 
Southern martes are fully participating in the im- 
proved trade of the country. 








SKIN DISEASE, 


Great suffering for sixteen years. 
cure by the Curicura REMEDIKS. 


Messrs. Weexs & Porrer: Genllemen—Cuticura 
Remedies have done me a power of good. I have 
been afflicted with skin disease for sixteen years, 
Some days it troubled me more than others, but at 
night the itching nearly drove me wild. I would 
scratch until the blood would ran down my limbs, 
1 have had several physicians. Some said they 
could care me, but others said not. | will say that 
before I used the Cuticura Remedies I was in a fear- 
ful state, and had given up all hope of ever having 
any relief, But, like a drowning man grasping ata 
straw, I thought I would try the Cuticura Remedies, 
about which I had read so much.. They have per- 
formed a wondertul cure for me, and of my own tree 
will and accord I recommend them. 

Yours truly, S. A. STEELE. 
68 West Van Buren Street, Chicago, IIl., 
March 7th, 1879. 
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Hatrorp TaBie Sauce, unrivaled by any relish, 
for family use. Recommended by the best families. 


Tue uses to which Morray & LAnMAn’s FLoripa 
Water is put may, without exaggeration, be said 
to be universal. in refined and cultivated society 
it is recognized as the most refreshing and agreea- 
ble of periumes for the handkerchief, the toilet and 
the bath. 





Puriry the blood, cleanse the stomach and 
sweeten the breath with Hop Brrrers, 








Tue standard quality of Burnert’s CoLocne and 
Fruavorine Extracts have, without an exception, 
won tor them the highest awards for excellence 
over all competitors, in every exposition wherever 
they have been placed, for the past twenty years; 
and, to place the capstone upon past honors, the 
Tribunal at the Centennial, composed of experi- 
enced judges at home and from abroad, join in the 
popular verdict, and pronounce them “ the best in 
the world.” 


Hacrorpo Taste Sauce. No gentleman’s table 
should be set without it—a genuiue relish. 


THACKERAY, during his memorable visit to Ame- 
rica, expressed the most unbounded liking for our 
hotels, though himself the most conservative of 
Britons. We can scarcely wonder at this when 
measuring by the standard of the St. NicHoLas 
hotel, of New York. This great establishment is 
even better than in Thackeray's day, for it has 
kept in the van of every modern improvement. Its 
table, apartments, conveniences, etc., are unsur- 
passed. 








Hacrorp Taste Sauce, relish for soups, fish, 
steaks, chops, cold meats, gravies, etc. 








Dr. WittarD Parker, the eminent physician, on 
his eightieth birthday, last week, expressed his 
views at considerable length on the sanitary aspect 
of the temperance question. The moderate use, 
says Dr. Parker, of pure wines and malt iquors is 
an undoubted means of health, and those who 
adhere to this practice are certain to promote 
health and prolong lite. The ‘‘ America” Extra 
Dry Champagne of A. Werner & Co. is just such a 
wine as Dr. Parker would commend. It meets all 
the demands of the case, and never fails to in- 
vigorate and strengthen, without unduly stimulating 
the system. The testimony and experience ol 
physicians like Drs. Doremus and Parker adds 
g'eat weight to the clai:ns made for the pure, un- 
adulterated wines of our own country. 








Tue Assestos Roorine is the only reiiable substi- 
tute for tin. It costs only about one-half as much, 
is tully as ¢.rable, is Sopeney. and can be easily 
applied by ‘7 one. H. W. Johns’ Manufacturing 
Company, 87 Maiden Lane, New York, are the sole 
manufacturers. 








Hatrorp TasieE Sacce, best relish in use. For 


family use preferable to all others. 





QuteT nerves and balmy sleep in Hop Birrers, 
for sleepless ladies and invalids. 








The Secret Key to Health. —‘ The Science of 
Life, or Self Preservation,’’ 300 pages; price, only $1, 
Contains fifty valuable prescriptions, either one of which 
is worth more than ten times the price of the book. 
Illustrated sample sent on re eipt of six cents for post- 
age. Address, Dr. W. H, Panner, 4 Bulfiach Street, 
Bostov, Mass. 








Invested in Wall St. Stocks makes 

$10 to $1 000 fortunes every month. Book sent 
’ ‘ree explaining everything. 

Address, BAXTER & CO., Bankers, 17 Wall St, N. Y. 





ECHANICAL LAMPS; no ch'mney nsed. Send for 
circular. W. Pstrter, 60 Warren Sureet, New York, 





Metropolitan Elevated Railway. 


Open from 5:30 A.M. to 12 P.M. 


RECTOR ST.—Nearest point for Wall Street Ferry, and 
connects with cars for South Ferry. 

CORTLANDT sST.—Nearest point tor Jersey City and 
Communipaw Ferries. 

PARK PLACE —Nearest point for Post Office, City Hall, 
and Barclay Street Ferry to Hoboken. 

CHAMBERS ST.—Nearest point for Pavonia and Erie 
Railway Ferry. 

FRANKLIN ST. 

GRAND 8T.—Nearest point for Desbrosses Street Ferry 
tor Jersey City, and connects with cars tor Desbrosses 
and Kast Grand Street Ferries 

BLEECKER ST.—Vonnects with cars for East and West. 

EIGHTH ST.—Conneciing with cars for Christo;her 
Street and East Tenth Street Ferries. 

FOURTEENTH sT.—Conuectivg with cars for East 
Twenty-third and Thirty-fourth Street Ferries. 

TWENTY-THIRD 8ST. —Connecting with cars for Twenty- 
third Street Ferry to Jersey Uity, and East Thirty- 
fourth Street Ferry for Huvter’s Point. 

THIRTY-THIRD ST.—Connecting with cars for Wee- 
hawken Ferry. 

FORTY-SECOND ST.—Connects with New York Trans- 
fer Company’s cabs for Grand Ceutral Depot. 

FIFTIETH sT. AND SIXTH AVE 

FiFTY-EIGHTH STf.—Sixth Avenue entrance to Central 
Park, connecting with.cars of Belt Line Railroad, 

FIFTY-THIRD ST, AND EIGHTH AVE. 

FIFTY-NINTH ST. AND NINTH AVE. 

SEVENTY-SECOND ST, AND NINTH AVE. 

EIGHTY-FIRST ST. AND NINTH AVE. 

NINETY-THIRD ST. AND NINTH AVE. 

UNE HUNDKED AND FOURTH ST. AND NINTH AVE. 
For up-town trains take east-nide stations. 

For duwn-town trains take west-side stations. 
Trains will run to Fifty-eighth St. and Sixth Ave, and 

One Hundred and Fourth St. and Ninth Ave. alternately, 
Sunday Trains trom 12:30 P, M. till 12 miduight 

FARE 10 CENTS, 

Except between the hours of 5:30 and 7:30 A.M. and 5 

and 7 /’.M., when the fare is 6 cents, 

WM. R. GARRISON, President. 
M. VAN BROCKLIN, Superintendent, 











The Purest Champagne imported in the 
United States. 


L. DE VENOCE, General Agent, 
37 South William Street, New York. 


CENT’S 
FINE 


SHOES. 
A NOVEL OF RARE POWER, 


MADELON LEMOINE 


BY MRS. LEITH ADAMS, 
Author of *‘ Winstowe,"’ ets, 
12mo, Extra Cloth, $1.50. Paper Cover, 75 cents. 


** A clever and high-toned novel, of complete original- 
ity, power and force. The characters are true to na- 
ture,’’— Messenger, 


*,* For sale by all bookse! ers, or will be sent by mail, 
postage prepaid, on receipt of the price, by 


J.B. LIPPINCOTT & CoO., 
Philadelphia. 


OYAL HAVANA LOTTERY, 
GRAND EXTRAORDINARY DRAWING, 
september 16th. 
CAPITAL PRIZE, 500,000 E508. 
ONLY 18,000 TICKETS. 
AMOUNT DISTRIBUTED, 1,350,000 PESOS. 
Tickets, $100 ; halves. $50 ; quarters, $25 ; fifths, $20. 
tenths. $10; twentieths, $5. Spanish gold bought and 
sold, Drafts on Havana issued. 
This old and well-known firm -have no conncetion with 
any other Martinez, nor any branch offices, 
M. A. MARTINEZ & CO, Bankers, 
10 Wall Street, New York, 
Brother and snecesors of John B. Martinez, deceased. 


sore RHEUMATISM 


MORE 
Gout, Gravel, or Diabetes. 


Schlumberger’s harmless, infallible French Salicylates 
relieve within 12 hours, cure within 4 days, Box $1, 
postage free. Only depot in New York at 284 Sixth Ave. 

L, A. PARIS & CO., General Agents for U. 3. 


Caution—Other so-called agents for these medicines sell 
either dangerous or worthless home-made counterfeits, 





Beauty, Comfort, Durability. 

Send postal for Price List and in- 

structions for self measurement to 
W. F. BARTLETT, 

29 South 9th St., Philadelphia, Pa. 




















A SPLENDID PRESENT, 1 Gilt-bound Autograph Album 
containing 48 beautifully engraved pages, also 47 select 
quotations, all for 15c., postpaid, postage-stamps taken. 
Agents wanted. Franklin Bros., West Haven, Conn. 





PATENTS, TRADE-MARKS, CAVEATS, 
MUNN & CO., 37 Park Row, New York, Proprietors of 
the Screntiric American, Thirty-four years’ experience 
as Solicitors of Patents Hand-book on Patents, with 
full directions and advice, sent free. 





Chromo, Snowflake and Lace Cards, with name, 10c. 





50 


40 all chromos, lve. Star Printing Co., Northford Ct, 


J. H. HAVERLY'S 
AMUSEMENT ENTERPRISES. 


Haverly’s Theatre, Corner Sixth Avenue and 
Fourteenth St.,.New York. CULVILLE BURLESQUE 
OPERA COMPANY. J. 4H. Haverty, Prop. and Man. 
Haverly’s Brooklyn Theat:e, J. H Haverty, 
Proprietor. Haverly’s Theatre, Corner Dearborn 
and Monroe “ts., Chicago. Ill, J. H. Haverty, Prop. and 
Man. Havecly’s Chicago Church Choir Pin- 
atore Company, J. H. Haver.y, Prop. Haverly’s 
Juvenile Pinafore Company, J.H Havenr.y, 
Prop. Haverly’s United Mastodon Min, 
strels,J. H. Haverty, Prop. Haverly’s Genu- 
ine Colored Minstretis, J. H. Haverty, Prop. 

Also controlling, at all times, a large additional number 
of Leading Attra tions, and always ready to negotiate 
with Grand Opera, Siars (with or without company), 
combinations and Amusement Enterprises generally. 


THE MANSION HOUSE, 


Long Branch. 
(Next to the Great Wrought Iron Pier), Oren June 107u. 
McINTYRE, BARRETT & CO. 
H. C. BARRETT, of Hotel Brighton, New York. 


Manhattan Beath.”~ 


GILMORE’S BAND AND LEVY AFTERNOON 
AND EVENING. 


Trains leave foot East 23d St. (crossing the river via 
steamer Sylvan Grove) 8:45. 9:45. 10:45, 11:15 A.M., and 
half-hourly thereafter to 8:45 P.M. 

Returning trains leave Manhattan Beach half-hourly 
for New York via Greenpoint to 10:35 P. M. 

Elevated Railroads run to South Ferry, connecting 
with steamer I), R. Martin hourly from 9:25 A.M. to 
8:25 P.M., via Bay Ridge. 

Steamers Thomas Collyer and Laura M. Starin leave 
North River landings—From 22d St., 9:10, 10°25 A.M.; 
then hourly to 8:25 PM. Leroy St, 9:35 A.M., and 
hourly to 6°35 P.M. Pier 8, 9.55 AM., aud hourly to 
6:55 P.M. 

Returning trains leave Manhattan Beach for New York 
via Bay Ridge half-hourly to 10:25 P.M. 


BRIGHTON BEACH. 


Trains on the Brooklyn, Flatbush and Coney Island 
Railway, until further notice. will run ball hou:ly be- 
tween FLATBUSH AVENUE 
(Long Island Nepot), Brooklyn, and BRIGHTON BEACH, 
from 6:35 A.M, to10:00 P.M Trains will also leave 

BEDFORD 
(Franklin Avenue) half-hourly, from 6:35 A. M. to 10:04 
P, M. Last train from the Beach, 11 P. M. All trains to 
and from Flatbush Avenue stop at Washington Avenue 

The depots can be reached via South and Wall Strect 
ferries by Atlantic and Fifth Avenue car lines, via Fulton 
Ferry by Flatbush Avenue and Adams and Boerum Street 
line, via Hamilton Ferry by South Brooklyn Central line, 
via Grand and Roosevelt ferries by Lee and Nestiand 
Avenue, Tompkins Avenue and Franklin Avenue lines. 

Extra trains will be run when travel requires it. 


W. E. DORWIN, Superintendent, 
NEV RovwotTts=E 


CONEY ISLAND 


BAY RIDGE 
TO 
Manhattan Beach 


From Foot of Whitehall Street, 
VIA STEAMER 


D. R. MARTIN, 
Leaving 25 minutes past the hour from 9:25 A.M. to 
8:25 P M. 














Commotlious Pavilion and Waiting Room communicates 
direct with the depot of the Elevated Rail 
roads, foot of Whitehall Street, 
Pier 1, E. R., next slip 
to South Ferry. 


TRY THIS ROUTE. 


Starin’a Bxcursions 


PLYMOUTH ROCK 


LONG BRANCH, 


Twice a day, including Sundavs, leaving foot 22d St ,N.R, 
at 9 and 2:30, and Pier 1, N.R. (Battery), at 9:30 and 3. 
FARE only FIFTY CENTS. Pier Tickets, 10 cents extra, 











A Skin of Beauty is a Joy Forever! 
Dr. T. Felix Gouraud’s 


ORIENTAL CREAM, 


Or Magical Beautifier, removes every blemish 0.1 
beauty, it elicits a clear, transparent complexion, tree 
from tan, freckles or meth-patches. The most popular 
for the skin ever invented; accept no cream of similar 
name Indorsement of GouRAvup’s OrigNTaL CREAM by 
the distinguished Dr L. A, Sayre: A lady ot the hawt ton, 
a patient of Dr. Sayre, discoursing on the use of cosmct- 
ics, he remarked to the laiv: “ As you ladies will use 
them, 1 recommend * Gouraud s Oriental’ as the least harm- 
Sul of ali the skin preparations.” ‘Praise trom Sir Hu- 
bert is praise indced ” Indorsed by the fashionable world. 


MME. M. B. T. GOURAUD, Sole Proprietor, 
48 Bond Street, New York, 
For Sacre By ALL Drvuacists AND Fancy Goop DRALERS. 


Barlow’s Indigo Blue. 


its_merits asa WASH BLUE have been fully tested 
and indorsed by thousands of housekeepers Your 
Grocer ought to have it on sale. Ask him for it. 
D. 8. WILTBERGER, Proprietor, 
No. 233 North Second Sircet, Philadelphia- 








American Fruit-Preserving Powder 





AND LIQUID is the Cheapest, Most Reliable, and Best Known Method of preserving all kinds of Fruit, 
Tomatoes, ete. Strawberries, Raspberries, and all high colored Fruits retain their rich color, as well 


as flavor. 


One ounce of it (costing 3 cents) is equal to 8 Ibs, of sugar in 


One trial will establish the 





Established over ten years, and endorsed by th 1 





preserving property. 
seta ds of famili 


fact that the American Fruit-Preserving Powder and Liquid will effectually prevent fermentation 
and preserve all kinds of Fruit, Tomatoes, ete,. and keep them the year round, or for years, in jars of any 
kind or s ze. or in wooden kegs and bartels, without sealing air-tight. Simply corked or tied down with a strong 


paper is all that is needed. 


The Fruit will keep without sugar, or any quantity of sugar may be ad:led as desired. 


Wurranted to be as healti ful as table salt, 


The F: uit, etc., may be cooked little or much, as desired. They will keep without any cooking, or they may 


be cooked down into sauce, 
the Fruit, etc., in quantity as directed. 


The method is simple and easy. None can tail if the Powder and Liquid is added into 


One package wil! preserve 250 pounds of Fruit; Tomatoes, etc. Price Ome Dollar per package. 


Give it a trial. 


If you cannot get it from your Druggist or Grocer, I will send 1t prepaid to any express office 


in the United States east of the Mississippi River, upon receipt of the price ; or west of the Mississippi River and 


east of Rocky Mountains. for $1.25 per package. Loca! 


Addiess, 


and General Agents Wanted. 


L. P. WORRALL, Nod, 24 Liberty Street, New York, 








SepremBer 20, 1879.] 


__ FRANK LESLIE’S ILLUSTRATED NEWSPAPER. 
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KEEP’S SHIRTS 


ARE THE VERY BEST. 


Made from Wamsutta muslin. Bosoms, 3-ply Linen. 


The very best. 

KEEP’S PATENT PARTLY-MADE SHIRTS, 6 for $7. 
Only plain seams to finish. 

KEEP’S CUSTOM SHIRTS, very best TO MEASURE, 
6 for $9. Fit guaranteed, 

NIGHT SHIRTS, all styles, extra long, $1 each, 

BOYS’ COMPLETE SHIRTS, $1 each. 

An elegant set of extra heavy gold-plated Buttons pre- 
geuted to purchasers of six shirts 

KEEP’S UNDERWEAR, 
Bathing Suits (Gents’)...... secccccccccccceeee $l each, 
White Cashmere Shirts.. -50c each 
Summer Merino Shirts (whole ‘or half sleeves). -60c. each 
Scarlet Gauze (anti-rheumatic)............+6: 25 each 
Canton Flannel Shirts and Drawers............75¢. each 
Best Pepperell Jean Drawers...........0+.0.+-50C, eacu 
KEEP'S UMBRELLAS. 

BEST GINGHAM, Patent Protected Ribs, $1 each, 
Fifty per cent. stronger than any other umbrellas. 

REGINA and TWILLED SILKS in all styles. 

Novelties in LADIES’ SUN and RAIN UMBRELLAS. 
KEEP’S KID GLOVES (FOR GENTS), 
the very best, plain or embroidered, $1,10a pair. Hand. 
kerchiefs, Hosiery, Ties, Ktc. All goods warranted 

Samples and circulars mailed free. 
Scarf Rings, Pins. Sleeve Buttons, Studs and Collar But 


tons, elegant goods, newest designs, at about half the 
| usualcost. Fine Hemstitched Handkerchiefs, for Gents, 
$6 per doz , very cheap 


Shirts only delivered free. 

Merchants will be furnished with Trade Circulars on 
application, as we furnish the trade on the most favor. 
able terms. 

Samples and Circulars mailed {roe on application 


KEEP MANUFACTURING COMPANY 


631, 633, 635 & 637 Broadway, New York. 
You can buy a 


$5 whole 
IMPERIAL AUSTRIAN 


100 Florins Vienna City Gov't 
Bond, 


Which bonds are issued and eaated by the Government, 
and are redeemed in drawings 


FOUR TIMES ANNUALLY 


Until each and every bond is drawn with a larger or 
smaller premium. Every bond must draw a 
Prize, as there are NO BLANKS. 

THE THREE KiGHEST PRIZES AMOUNT TO 
200,000 FLORINS, 

50,000 FLORINS, 

30,000 FLORINS, 

And bonds not drawing one of the above prizes must 
draw a premium of not less than 130 Florins. 
The next drawing takes place on the 


Ist of OCTOBER, 1879, 
And every bond bought of us on or before the Ist of 
October is entitled to the whole premium that 
may be drawn thereon on that date, 

Out of-town orders sent in Recisterep I.eTTRRS, and 
inclosing $5, will secure one of these bonds lor the next 
draw ing. 

For orders, circulars, or any other information, 


INTERNATIONAL BANKING CO., 


150 Broadway, N. Y. City. 
ESTABLISHED SINCE 1874, 
N, B,--In writing, please state you saw this ip the 
Eoglish Frank Leslie, 


CHARMING 


CRAYON PORTRAITS. 


Send Photo. and $3 to A. & I. BOOL, Artists ‘from 
Royal Academy), National Medallict, 86 Warwick Street, 
8. W. London, England, who will return Pho'o. with 
faitbful crayon drawing from it, size 16210 inches, 
post {ree to any part. Tinted Crayon, $6. Over 200 
testimonials, Established (864. 





WITH 





~ 





Ten Doliar 
Revetver tor © hanbieds ase, $0: a 





satisfaction. botter rerolv pu 
whenetes G28 on W. BATES & CU., Bostun, Mass. 





OPIUM! 


HABIT CURED. 
DR. S. B. COLLINS’ 


Painless Opium Antidote is now Sold to Pa- 
tients for a small margin above the cost of 
compounding. For full particulars send for 
Magazine of 100 pages, sent fre. 
Address, DR. S. B. COLLINS, 
Or MRS. DR. S. B. COLLINS, LaPorte, Ind. 











622 EASY! v1 HRI PATENT s NEEDLE 
ARCH 
STREET. § ned the REED 





@ bundred times a minute tn t 
dra the 


an as need 
mail, 6c. SUPLEE NEEDLE Co., Arch St. 


eee 





JUDGE By sending 35 cents. with age height, 
a color of eyes and hair, you will receive 
by return mail a correct picture of 
your foture busband or wife, with 


FOR. 
YOURSE LF name and date of marriage. 


Address, W, E°O X, Box 38, Fultonville, N. Y. 
ENTERPRISE VICTOR 


CARD 
P= NTING RESSESe 


E 
Illustrated Cataloene of Presses, T. aye ete., for 2 
stamps. J. COOK &CO., Mfrs. est Meriden, Conn 





Larger Sizes for larger Work. 








HOTOS— Actresses, 5 Special subjects 10c. each 
3 for 25c, ; 75e. per doz. Catalogues of photos, choive 
books, etc., 3c. N. L Wuitney, 67 Jackson St., Chicago. 





ARDS—10 Lily of the Valley, 10 Scroll, 10 Engraved, 
10 Transparent, 1 Model Love latter, 1 Card Case, 

name on all, is cts. WEST & CO, Westville, Conn. 
877 a Month and expenses guaranteed to Agent-. 
Outfit free Saaw & Co.. Avecsta, Maine. 


SQWATSHES. 








Cheapest in the known world 
dress CUU UTER « sco » Chicago 


Copyrighted 1876. 


.s ys 
1s 3 NOTA A 


as 
ght and dul 


Fegally ese nte 
e laws of- 
the United States. = 


tion. it has dee 


{Gia= : 





over the keys ofa Piano or Organ, indf- > 
cating exactly where and how the hands “¢: 
areto gh eee and the proper keys to 

strike, changing its position and ar- 
rangement to suit the key in which 
the piece is written that you wish to 
play. They are perfectly infallible in 
their results. 


the leading musical paper in the world, says, “* They should fnd a4 
They are to music what the multiplication table is to arithmetic.” it gi 
saving, as it does, a hundred times it cost, avd in its 
satisfied, too much cannot be said in its praise. Jt isthe 
“ The Chart received; gives perfect satisfaction. J apply 
received yesterday; am highly pleased with it.” — taste’ 
satisfaction.” W. B. HOLMES, Fairton,N.J. “ The Chart 
oe Springfield, Mo. 
DORSE IT. The price is-o 
or the wate by express. 
SPECIA 


Geren 


fora 








could not be bought separately, at retail, for Jess than 


| si” Beware “3 Playing actually Lean, 


This is not a new (Se 
and untried inven- 


the public OVER 4 YEARS, and has 
raies fr yA testimonials and 


If you can read you can play the Piano or Organ in one Any better than a teacher co 
If you have no Piano you can Jearn at some friend's peer and astonish all with your knowledge. 


ce in 
tat give dot decided satisfaction in every case. 
reas sim it. 
rey in the casey yAboy 
Deaceace pa anpet Ind. 


received; ét is 
ws ) have thousands Of letters like the above 


Pat. Mar. 5, 1878, 
Infringements. 























been before 


It is the most wonderful 
invention of the age. The 
most infallible test of its 
eg is that over 60,000 
have been sold in the United States 
alone One Chart sold in a small town 
has brought us orders for a hundred 
‘om the same place. It is a new 
theory, and a decided departure 
from the old or any other method. 
teaches Piano or Organ playing by sight, 
and nat by ear or memory. ason’s 
Chart is a machine which fits 


« 


uuld teach you in three months. 
DEXTER SMITH, the editor of 
house, whether there is @ Piano or Organ or not, 
It cannot do otherwise, 
lies Le unequalied success. “J am perfectly 
teacher and pupil." — JOUN STEVENS, Genoa, (). 
agency." — JOHN 1 SHUNPERT. Vicksburg, Miss. “ Mason's Chart 
The Cl my daughter bought gives perfect 

complete. My shy 4 wishes the agency."—ISAAC 
Music TEACHERS THEMSELYRS UNHESITATINGLY EN- 


P set (4 forms), and includes payment of postage by us; $7 a dozen to agents 


« We publish a bound Musical Albam containing 16 pieces of the latest popular music, which 
+ Toevery purchaser o 


a Mason's Chart, who will state in what 


paper they saw this advertisement, and will agree to show the Chart to their friends, we will give, as a FREE PRESENT, our 


sical Album, with $4 worth of music. 


will send it by ex 
Address The aes 


Those wishing the Album sent by mail, prepaid, will enclose 10 cents extra, otherwise we 
No one will regret learning to play the Piano or Organ; it is the most po 
mer Manufacturing Co., 17 Dock Square, Boston, 


ular of all accomplishments. 
‘BMacs., who are Sole Agents. 








ROTULUS BRACE. 
PATENTED 1879. 

1. It is light and simple. 

2 The rolls which hold the straps cannot be felt when 
the suspender is worn. 

3. It ismore comfortable, as the roll at the back shifts 
with every motion of the body, and thus prevents bind 
ing on the shoulder, 

4. It is more durable, and therefore the most ecanomi- 
cal. In all other suspenders the principal strain comes 
at the juncture at the back, and they generally give way 
at that point. The double roll takes away this strain. 

Mailed to any address, prepaid, on receipt of price, 55 
cents. Say what color and length are wanted. 

H. ANDRES, 
24 N. Fourth St., Phila., Pu., U, 8S. A. 





Authorized by the Commonwealth of Ky. 


Rl CIN Ba io 8 a 
ane seta 12th crn 
Popular Drawing of the 


Commonwealth Distribution 


COMPANY, 
MACAULEY’S THEATRE, 


In the City of Louisville, on 


TUESDAY, SEPTEMBER 30th, 1879 


On which occasion a Grand Concert will be given, 
holders of a ticket or part of a ticket entitled to admis- 
sion tree. 

The Drawing wiil be supervised by men of undoubted 
character and standing, and ticket-holders, agents and 
clubs are respectfully requested to send on represent 
atives with proper credentials to examine into the 
Crawing. 


A New Era in the History of Lotteries. 


Every ticket-holder can be his own 
supervisor. 
The Management call attention to the grand oppor- 
tuuity pr ing, for only $2, uny of 


THE FOLLOWING PRIZES, 





1 Prize....-..... $30,000] 100 Prizes $100 ca. $10,000 
1 Pris®.cccocice ,000 | 200Prizes S0ea 10,000 
1 Prize...........- 5,000] 600Prizes 20¢a 12,000 


5, 
10 Prizes $1. 000 each 10,000 lv ea 10,000 


20 Prizes $500 each 10, 000 


1,000 Prizes 


9 Prizes $300 each, Approx mation Prizes... 0. $2,700 
9 Prizes 200 each soseee 1,800 
9 Prizes 100 each ba TT TTT 900 


1,960 Prizes.....%.sssceseceecsccseseeeeceeeees $112,400 
Whole Tickets, $2. Half Tickets, $1. 
27 Tickets, $50. 55 Tickets, 3100. 

Remit by Post-office Money Order, Registered Letter, 
bank draft. or express. Full list of drawing published 
in Louisville Covrier-JourvaL and New York Her 
and mailed to all ticket-holders. For tickets and infor- 
mation address T. J. COMMERFORD, Sec’y, Courier- 
Journal Building, Louisville, Ky.; Or SAME AT NO. 
163 Broadway, New York, Or, B. H. PORTER & CO., 
No. 1227 Broadway, New York. 


MAIN ‘OF FIC) 


ROYAL HAVANA LOTTERY 
EXTRAVRDINARY DRAWING, SEPTEMBER 16TH. 
CAPITAL PRIZE, 

HALF MILLION DOLLARS. 
Tickeis $100. Fractions, $50, $25, $10, $5. 
LOUISIANA STATE LOTTERY 

Draws every second Tuesday in each month a capital 
30,000. Tickets, $2; Halves, $1 
KENTUCKY STATE LOTTERY 
Draws on the 1dth and last day. of each mouth. 

Whole Tickets, $1. 4 
Prizes cashed and information given free 
AT 102 paseau ST., N. Y. 
PPICH «& cd., Bankers. 








. PYNER BEARD ELIOR 
3 BEAVY MOUSTACHE AND. eee 
—_ og Sted Lynne Ld 
weet ry ys c- RU & 00. Boe Bole A: wpe Ponies 





CH Tiss preparation has imustions. The 
from Nervous Desiuirr, 
ete., can learn Of a certain 


SUFFERERS sneer 


ddress, Dr. Jaques & Co., 130 W, 6th St., Cincinnati, 0. 


9 5 of the Prettiest Cafds you ever saw, with name, 
10c,, postpaid. Gu. |. Reep & Co., Nassau, N Y 








per day at home Ramplen « worth $5 free. 
Address Stixsos & CO, l'ortiand, Sane, 


$5 to $2 








A WEEK. $12 a day at home easily made. Costly 
outfit free. Address Trve & Co., Augusta, Maine, 


$7 


OTTERIFS OF THE SPANISH GOVERNMENT — 
JA Royat Havana, at Havana, Two drawings each 
month. Prizes in pesos. Extraordinary, Sept 16th 
Capital, 500,000 pesos. Whole tickets, $75.—NaTionaL 
Lorrery, at Madrid. Prizes in gold Three drawings 
each month. — For further particulars read the New York 
Ilerald, especially the one of Aug. 28th, 12th page, 4th 
column, and get information of the reasonable prices that 
tickets may be purchased at, or address to Emiiio M Cas 
TILLO, Banker and Commission Merchant, 69, 71 & 73 
Broadway, Room 90, elevator, 4th floor. 


Common Sense Chairs and 
Rockers. 


A lady writes: ‘*The only objection to 
your Common Sense Rocker is, we all 
want it.” Send stamp for Illustrated 
Catalogue to 
F. A. SINCLAIR, Mottville, N- ¥ 


$1,350,000. 
Royal Havana Lottery. 


Extraordinary Drawing at Havana, Cuba, 
Sept. 16th. 
ONLY 18,000 TICKETS ISSUED. Capital Prize, $500,000 
$1,350,000 Cash Gifts. 
















 Peeesedecccs omtenccaseseneascgooens See 
T PHRO. cece cebecceececeopahsedessps Saiene 
10 Prizes, $10,000 each. So cccccceccoetdcoccges SOMOOD 
12 Prizes, 5,000 Cachi.....cocccccersccccccese 60,000 
506 Prizes, amounting t0.........0..+.seee20--2- 515,000 


DRAWING POSITIVE. NO POSTPONEMENT. 
Prizes cashed. Full information sent free. 
ame Beware of counterfeit and altered tickets -@Q 
Louisiana State Lottery, Sept. 9th. 
Tickets, $2 Halves, $1. 
COMMONWEALTH OF KY., AUG. 30 and SEPT 30 
Tickets, $2. Haives. $1. 
KENTUCRY STATE LOTTERY, AUG. 30 and SEPT. 15. 
Whole Tickets, $1. 
Prizes Cashed—Discount to Clubs 
Full information of above sent free by 
J. DUFF & CO., Bankers, 
42 Nassau Street. New York. 








WE SHOW THEM AND THEY SELL AT SIGHT. 


Made upon scientific and mechanical principles. We 
are making a little toy which is really a wonder; a 
shower; myriads of brilliant tints in sucb rapid succes 
sion that they cannot be called prismatic disks, Sample 
by mail two 3cent stamps; toy as cut four 3-cent 
stamps. send stamp tor circular and prices. Address, 
PHILADELPHIA TOY MANUFACTURING CO., 

1,823 Kater Street, Philadelphia, Pa. 


WJOHN 


GEST INS 


fiquid Paints, Roofing, Boller Coverings, 


Proof Co: 
— Packing, ‘Sheathings, Fire Preset & atin gs, 
H. 


Descrt 
+ JOHNS M’F'C CO. 87 MAIDEN LANE, N.Y. 


BOHEMIAN BIER. 


y SCHMITT & BOBHNS. 
Central Park Lager Bier 
Brewery, Y 
Brewery & Office, 159-165 
E. 50th St. Ice-house and 
Rock-vaults, 56-57th Str: 
Ave. A, and East River, N.Y. 


“BOHEMIAN BIER” to equal 
















We guarantee 
Imported Bier in all respects, and to Kxcel Iomestic 
Western Biers in Taste, ‘Color and Substance, 


thus making it the 
*BEST SHIPPING BIER.” 
Sold cheaper than Western Bier. 


Imitation Gold Watches. 
$10, $15, 





and $25 each; Chains $2 
. Jewelry of the same. Sent 
nd stamp for Illus- 

TCH 


to $12 toma 
C.O.D., 


by 
trated ‘Circular, Co 
FaCtoRY, 335 —— we 











TEACHERS, WANTED score ren 


particulars address, J. C. MCCURDY 


Philadel phia, Pa 





Hobbe’s Pedomotor. price $5. Send length and 





W iiotvers re 15 MILES AN hand FR 


breadth of boot, 620 Walnut St., Phila, Pa, 





___Agents Wanted. 
$66 


We make the fastest -celling 


AG ENT e small article out, and wil) send 


a sample free to any address, with our catalogue, for a 
3-cvnt stamp and twenty-five l-cent postage stamps, 

NPLOYMENT AS SALESMEN, LOCAL OR 

4 Traveling. State which preferred, also amount 
wanted per month for services and expenses. Goods 
very saleable, Business honorable, pleasant and perma- 
nent, Write us. 

Seven-shot Nickel-Plated Revolver, reduced to $10.50 
per dozen; sample by mail, $1.10. New Patented Arm- 
let for holding up gents’ shirt sleeves; sample by mail, 
25c, Also, twenty-five other new articles, George 
Le Felton & Co., Manulacturers and Patentees, «79 
Broadway, New York City. 


DRY Gooobs & OARALS ETE 


GOODS MAILED 
-a To every State and Territory justia 
as ordered, and even then, if not 


a 


a week in your own town. Terms and $5 outfit 
free. Address H. Hatietr & Co., Portland, Maine. 





A MONTH-—-AGENTS WANTED —36 best 
selling articles in the world ; one sample 
Sree. Address, J. BRonson, Detroit, Mich. 
















* Mail Department for Sempies and Supplies, 
Grand Depot, Philadelphia, 


JOHN. WANAMAKER 


THE GREAT 


PLEASE STATE THE PAPER YOU SAW THis! 





-—— 


K.S.k" 





STATE AUTHORITY. 


THE KENTUCKY STATE LOTTERY 
is drawn in pursuance of an act of the General Assembly 
ol the State of Kentucky 


FOR THE BENEFIT OF 
EDUCATIONAL INSTITUTIONS. 


"To the Public: 

THE UNDERSIGNED OWN EXCLU- 
SIVELY EVERY LOTTERY GRANT IN 
THE STATKH OF KENTUCKY. AND 
EVERY DRAWING, CIRCULAR, NOTICE 
OR ADVERTISEMENT NOT SIGNED 
WITH OUR FIRM NAME RELATES TO 
A LOTTERY EITHER NOT DRAWN AT 
ALL, OR, IF DRAWN, IT IS 8O DONE 
UNLAWFULLY AND IN VIOLATION OF 
THE LAW OF THE STATE AND THE 
DECISION OF THE COURTS, 


SIMMONS & DICKINSON, 


Managers and Owners. 
Covington, Ky,, August 18th, 1879, 








The Next Drawing takes place 
Socoptember S3Oth, 1879. 


The Three First Capital Prizes: 


$15,000 ~ $1 
$8, 000 - $I 
$5 000 « 


FULL SCHEME: 








1 Prize of $15,000 is... .c.cecee- voce cee ee. $15,000 

1 Prize Of 6,000 16. .ccccc.cosccceccccccce §,000 

1 Prize OF 6,000 iS... .cccccccccceccccccee 8,000 

2 Prizes of 2,500 BTC. ccccccdecsce cecccccs §.000 

2 Prizes of 1,000 aro,....sescee cece ceeeee 2,000 

10 Prizes of GUO AFC. .cccce secccccccccccs 8,000 
50 Prizes of TOD OFO cecccccecescoeces coco EE 
100 Trizes of 5,000 
200 Prizes of 5,000 
500 Prizes of 5,000 
1,000 Prizes of evcce ° 5,000 
27 Approximation Prizes. amounting asa 2,925 
1,894 Prizes amounting to. ......ceeeeeeeeeee ++ $67,925 


TICKETS, $1. 
Club rates upon application. 
Address all orders to 


WILLIAMSON & CO., General Eastern Agents, 
599 Broadway, New York, 


Or our Western Agent, 


MORRIS RICHMOND, Covington, Ky.’ 


List of drawings published in the New York Herald, 
Sun, Staats Zeitung, Phi'adel;hia Record, Philadelphia 
Sunday Dispatch, Pittsbu:gh Dispatch, and Louisville 
Commercial. All out-of-town ticket-bolders are mailed 
a copy of the official list as 300n as received. 


The next following drawing October 15th, 1879. 


Wanted at once Good, Reliable Agenty 
in Kvery Town, Address as above. 


A MIDSUMMER NIGHT'S 
DREAM. 


Shakespeare's most beautiful creation profusely illus- 
trated in Brown’s Shakesperean Almanac 
for 1880.—Now ready and sent free ty mail to all who 
will send their address on a postal card to J. GIBSON 
BROWN, 21 Grand Street, Jersey City, N. J. 











Peach Trees for Everybody. 
Apple Trees of varieties adapted to a wide range of 

climate. Pears, ee Cherries, Small Fruits, etc. 

Price-list free. S. JOHNSTON, Stockley, Del. 


mee hine Habit Corea In 16 
OPIUM ESR 

Dr. J. STEPHENS, Lebanon, Ohio 
SO Lily, Floral, Enamel, Gilt, Scroll, Motto, Marble 
Cards.no 2 alike, name on, 10c, Card Mills. Northford, Ct. 


$777 
2 














A YEAR and expenses to agents, Outfit free. 
Address, P. O. VICKERY, Augusta, Maine. 





New Styles Chromo Cards 10 cents, or 25 new styles 
mixed 10c. postpaid. J. B. Hustgp, Nassau, N, ¥ 
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FRANK LESLIE’S ILLUSTRATED NEWSPAPER. [Sepremszn 20, 1879. 


—— - > ——_—_—_—_~» 


TUBAL CAIN. 


D.—Agents for the finest Masonic Engrav- 
ing ever hed in thic country. Engraved on stee} in 
the highest style of the art. None but thoroughly postea 
Masons, who will give their entire time to the work. For 
particulars and déseriptive circulars apply to the pub- 


| lishers, 
BRADLEY & CO., 


66 North Fourth Street, Philadelphia, Pa. 


ORGANS. 
Magnificent New Piano Upright Parlor Organs. 
3 Set Golden Tongue Reeds; 5 Octaves; 12 
Stops; 2 Knee Swells. Walnut Case, warranted 6 years, 
Stool and Book, only $78. New 7 Octave Pianes, 
with: Piano-Cover, Stool and Bao’, only 143.75. 
“The most successful Business House om rth.’ 
Illustrated Newspaper (Autumn Number), sent free, 
Address DANIEL F. BEATTY, Washington, N. J. 


N.Y. Central & Hudson River R.R. 


THE BEST ROUTE EAST OR WEST. 


| Through Cars between New York or Boston and Chicago 
or St. Louis. 


See NIAGARA FALLS, SARATOGA and 
the HUDSON. 


C. B, MEEKER, General Passenger Agent. 
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xX COT, PRICE (not (not painted, white Du 
00 Makes a perfect bed — no mattress or pil 
s— required—better than a hammock, as it fits the 
| body as pleasantly, and lays straight. Folded or opened 
instantly, self-fastening ; just the thing for hotels, offices, 
| cottages, cainp-meetings, sportsmen, etc., etc. Good for 
the lawn, piazza, or ‘‘ the coolest place in the house.”’ 
Splendid for invalids. Send for circulars. . Sent on re- 
| ceipt of price, or C.0.D. For 50 cts. extra, with 


_— 





1 
| 
| 
| 
} 
| 


THE MARCH OF CIVILIZATION IN CALIFORNIA, | order, 1 will prepay expressage to any station on line of 
Trin WorktNaMan’s STANDARD IN 1860. Tax WokkinaMANn’s STANDARD IN 1880. RR om For #0 chen in Sinn Mo. ahs Ke 


NuracTroR 
Poiigrerierens, 75 











Cea? 


orsford 


SELF-RAISING 


Bread Preparation 


The Healthful and Nutritious’ 


Baking Powder, : 


Invented by E. N. Horsford, late Professor in ceil 
_.Universitys/ 
Better, Healthier and Cheaper than Ordinary 
Baking Powder. 








BARON LIEB thé gréatest. chemist in the 
world, said: “TI co r aa inVention as one of the 
most useful gifts which shies haa‘tmade to mankind.” 





Dr. M.'‘H. HENRY, «the célebrated Physician of 
New York, said: ‘The use of Horsford’s Bread Pre 
ration, offers admirable means for the introdiction 
valuable element into the system.” 





Dr. ¢ BOOTH, the py breve ‘chemist o 
Phitadelphine said: * We ‘have no hesitation in recom 
mending your Preparation as ngw and valuable.” 





Prof. RODNEY WEECH,"Lecturcr at Hahnemar 
Medical College of Chicago, sdid .«/Phe greatest im 
provement ever made in raising bread-without the use 
cf yeast, is the process of Prof. Morsford.” 


If your grocer has not got itsend a three .cent stamp 
to the manufacturers for a sample. 
Rumford Chemical Works, 
PROVIDENCE. R. I. 


ion$ 3 Printing Press 


Prints cards labels &c. Jounr or lay Daou pwiad 





ry HERMON W; LADD, 108 Fulton 8t., Boston ; 207 Canal 
| St, New York ; 165 North Second st., Philadelphia. 
} On’'sale and exhibition at Cincinnati Exposition. 


; The correspondence of persons distant from New York, desirous) 
RO G = RS 4 of correct information ,regarding _ prevailing. styles, etc., is solicited. Frank Leslie’s 

















| Nature’s Momety. beer by a Natural Frank Leslie's Popular Monthly, 





coan tone Se oo old. 


Ce, for 2 stamps. rhe 








, =" Samples, with easy directions for ordering,. furnished free on request, ‘ 
PE E t | and: goods sent subject to examination before payment, } [ A D Yy S J 0 J o N A [ 
EXCELLENT PICTURES; wita FULE DESCRIPTIONS, 


A trial costs an and -w ill pay. | CONTAINS 
- OF THE 


| | 
SO. —]WEN'S BONS’ & CHILDREN'S CLOTHE ier aA 


COLORED AND PLAIN FASHION PLATES 


a 487 Broadway, cor. Broome ‘St: New York. | Madd 
CURE BY ASSORPTION. TWO IN THE WOOD,” | OTIAG) af ad L f f 2) 
= SAP AN ULE, ot Te OBA a NEW NOVEL, IN. dealers’, Annual subscriptbon, apt 
















































This justly oolebrated lotion i¢ prosounced by all who | . ISSURD ‘SUPTEMBER 15rw, | Frank Lestie’s a pe House, 
have used it to be of wonderful inutictive power, as well | . re : ee ree ey a Park 
as full of. healing. * oe mbia- Bicycle. | £3, 55 & 57 ' tance, New York. 
rarecams a all schools recommend it as an external ; . -€olu a Bicyo Cs: | 
remedy, safe to use and of value, ’ ours. | 
Infatnenation cannot exist where it is applied, : 109 ypetisel horas ig L oO O K OUT. 
Never fails to relieve pain, from whatever cause. 86 ofa! tata nothing ‘ame | 
Cures Wounds, Bruises, §; - buns or Scalds, Neu- takes +5 . FOR tue 
ralgis, een, eee ck, | Headache, | Piles, ‘Boils Se: pe stamp for 
sipelas, Contrac ' if 
ores Si crea rot Bunion, Ouaae om See, Se BER. NUMBER 
Wes Ga te foot bathe, it at once relieves information. | 
en n sponge or foot once ' 
all pain and sorenaes of body, limbs Or feet. THE: POPE MFG. CO0., 





‘SA PANUTI.E” = Eire resi) ak eles 


say 2 Atk orwocreTs | SAO CO LOO scr" pts orl LAR’ MONTHLY, 
d ist t it-for ou if not on month. D «Two . Unerrin 
! sali “ eet : ait ‘Rules for Saccess”’ sent free.’ Many. > our custome 


_ * Pint ap Quart Borriss, 500. awn’ $1. + »» | Gaal lot the | dr Healixtng Tas: 
LARELL, MARSH A GARDINER, Wholesale Ago aver ae ye. Sa tle. lous 
8. Simpson & Co. 


— aay * : 7 iets New York; | 2 JOAQUIN Ls NEW NOVEL, 


THN NY, © | "Two Babls in the Wood,” 


aa ohn ae tim Arma rs Issued Sept. 15th, 
| , FOR CATARRH,, SMOKE 


















C7READ WHat rite 
W. T. BRO rR. Monroe, Texas, wri 
Asthma and h Remedy has com 
+ F yp wth A se pone time s 









» Such 
is my own discovery, a 





~ MANUFACTURED BY 
B. POLLAK, New York City: 

















SALESROOM, 308 Broadway, N:¥, ...  - WISE cELLARs, 1s & a Park Place, N.X- 





Address ne Ta 











mt 


Try their “AMERICA,” 


The Most Popuiar Brand of the Age. 











